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EDISON ELECTRIC INSTITUTE 


OFFICERS 


PEEP Fi, FUG, PCBS CIE a. ois a id ibd secon ie his se 
W. W.. DYNGCH, Vice POsedenl qa ci inc ok ki cea cco 


PEN ee TEE ay Pe gee ee Duquesne Light Co., Pittsburgh, Pa. 
Sa rie means Texas Power & Light Co., Dallas, Texas 


EDWIN VENNARD, Vice President and Managing Director................ 750 Third Ave., New York, N. Y. 
Fis oA) ON, SE POORUT ON eo 5 one ds oaeic we se's See we Consolidated Edison Co. of New York, Inc., New York, N. Y. 
A. B. MORGAN, Secretary and Assistant Managing Director................ 750 Third Ave., New York, N. Y. 


BOARD OF DIRECTORS 


(Terms e 


E. R. ACKER 
Central Hudson Gas & Electric Corp., Poughkeepsie, 
N. 

W. L. CISLER 
The Detroit Edison Co., Detroit, Mich. 


J. E. CORETTE 

The Montana Power Co., Butte, Mont. 
G. W. EVANS 

Kansas Gas and Electric Co., Wichita, Kan. 
O. T. FITZWATER 


Indianapolis Power & Light Co., Indianapolis, Ind. 


R. A. GIBSON 

The Hartford Electric Light Co., Hartford, Conn. 
R. E. GINNA 

Rochester Gas and Electric Corp., Rochester, N. Y. 


(Ternis e 


C. F. AVILA 

Boston Edison Co., Boston, Mass. 
HARLLEE BRANCH, JR. 

The Southern Co., Atlanta, Ga. 
H. J. CADWELL 

Western Massachusetts Electric Co., Greenfield, Mass. 
R. H. FITE 

Florida Power & Light Co., Miami, Fla. 
J. K. HORTON 

Southern California Edison Co., Los Angeles, Calif. 
A. S. KING 

Northern States Power Co., Minneapolis, Minn. 


M. S. LUTHRINGER 
Central Illinois Public Service Co., Springfield, Il. 


(Terms e 


J. M. BELL, JR. 
New York State Electric & Gas Corp., Binghamton, 
i a om 
WALTER BOULDIN 
Alabama Power Co., Birmingham, Ala. 
P. O. CANADAY 
Arkansas Power & Light Co., Little Rock, Ark. 


xpiring 1962) 


E. L. LINDSETH 
The Cleveland Electric Illuminating Co., Cleveland, 
Ohio 
J. W. McAFEE 
Union Electric Co., St. Louis, Mo. 
H. M. MILLER 
Columbus and Southern Ohio Electric Co., Columbus, 
Ohio 
E. M. NAUGHTON 
Utah Power & Light Co., Salt Lake City, Utah 
J. i. RICE, JH. 
Allegheny Power System, Inc., New York, N. Y. 
W. R. SNYDER 
Metropolitan Edison Co., Reading, Pa. 
H. P. TAYLOR 
Wisconsin Public Service Corp., Milwaukee, Wis. 
D. J. TUEPKER 
Public Service Co. of Oklahoma, Tulsa, Okla. 


xpiring 1963) 


P. B. McKEE 

Pacific Power & Light Co., Portland, Ore. 
D. H. MITCHELL 

Northern Indiana Public Service Co., Hammond, Ind. 
R. G. RINCLIFFE 

Philadelphia Electric Co., Philadelphia, Pa. 
W. H. SAMMIS 

Ohio Edison Co., Akron, Ohio 
W. O. TURNER 

Louisiana Power & Light Co., New Orleans, La. 
J. H. WARD 

Commonwealth Edison Co., Chicago, IIl. 
T. H. WHARTON 

Houston Lighting & Power Co., Houston, Texas 
E. H. WILL 

Virginia Electric and Power Co., Richmond, Va. 


vpiring 1964) 


W. J. CLAPP 
Florida Power Corp., St. Petersburg, Fla. 
Cc. B. DELAFIELD 
Consolidated Edison Co. of New York, Inc., New 
York, N. Y. 
B. L. ENGLAND 
Atlantic City Electric Co., Atlantic City, N. J. 





R. H. GERDES K. M. ROBINSON 
Pacific Gas and Electric Co., San Francisco, Calif. 
N. B. GUSSETT 


Iowa Power and Light Co., Des Moines, Iowa PHILIP SPORN 


S. R. KNAPP 
The Connecticut Light & Power Co., Berlin, Conn. J. B. THOMAS 
D. C. LUCE Texas Electric Service Co., Fort Worth, Texas 


Public Service Electric and Gas Co., Newark, N. J. 
W. B. McGUIRE 
Duke Power Co., Charlotte, N. C. 


J. T. WOLFE 
Baltimore Gas and Electric Co., Baltimore, Md. 


EXECUTIVE COMMITTEE 
E.R. Acker, H. J. Cadwell, C. B. Delafield, R. H. Gerdes, E. L. Lindseth, 


The Washington Water Power Co., Spokane, Wash. 


American Electric Power Co., Inc., New York, N. Y. 





J. W. McAfee, 


A.D. BARNEY 


The Hartford Electric Light Co. 


W. C. BECKJORD 


The Cincinnati Gas & Electric Co. 


W. C. BELL 

The United Illuminating Co. 
J. B. BLACK 

Pacific Gas and Electric Co. 
T. W. DELZELL 

Portland General Electric Co. 
E. H. DIXON 

Middle South Utilities, Inc. 
E. W. DOEBLER 

Long Island Lighting Co. 
R. R. DUNN 

Potomac Electric Power Co. 
C. E. EBLE 


Consolidated Edison Co. of New York, Inc. 


WILLIS GALE 

Commonwealth Edison Co. 
D. S. KENNEDY 

Oklahoma Gas and Electric Co. 
G. L. MacGREGOR 

Texas Utilities Co. 


R. G. Rincliffe, W. H. Sammis, 


ADVISORY COMMITTEE 


B. Thomas 


E. J. MACHOLD 
Niagara Mohawk Power Corp. 


G. C. NEFF 


Wisconsin Power and Light Co. 


R. S. NELSON 


Gulf States Utilities Co. 


C. E. OAKES 


Pennsylvania Power & Light Co. 


J. S. OSBORNE 


Central & South West Corp. 
HAROLD QUINTON 

Southern California Edison Co. 
McGREGOR SMITH 

Florida Power & Light Co. 


L. V. SUTTON 


Carolina Power & Light Co. 


F. M. TAIT 


The Dayton Power and Light Co. 


E. S. THOMPSON 

Allegheny Power System, Inc. 
G. W. VAN DERZEE 

Wisconsin Electric Power Co. 
WILLIAM WEBSTER 

New England Electric System 


Committees of the Board of Directors 


COMMITTEE ON ATOMIC 
POWER 


Chairman, W. J. CLAPP, Florida Pow- 
er Corp, St. Petersburg, Fla. 


J. K. BusBy, Pennsylvania Power & 
Light Co., Allentown, Pa. 

J. H. CAMPBELL, Consumers Power 
Co., Jackson, Mich. 


W. L. CISLER, The Detroit Edison 
Co., Detroit, Mich. 

C. B. DELAFIELD, Consolidated Edison 
Co. of New York, Inc., New York, 
jae 

E. H. DIXON, Middle South Utilities, 
Inc., New York, N. Y. 

WILLIS GALE, Commonwealth Edison 
Co., Chicago, IIl. 


R. E. GINNA, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

A. S. KING, Northern States Power 
Co., Minneapolis, Minn. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. W. MCAFEE, Union Electric Co., 
St. Louis, Mo. 
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[AROLD QUINTON, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 


.. G. RINCLIFFE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

‘HILIP SPORN, American Electric 
Power Co., Inc., New York, N. Y. 


. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 


\VILLIAM WEBSTER, New England 
Electric System, Boston, Mass. 


Ad Hoc Committee on Industry 
Ownership of Nuclear Fuel 


Rk. D. ALLEN, Consumers Power Co., 
Jackson, Mich. 

CONSTANTINE Bary, Philadelphia 
Electric Co., Philadelphia, Pa. 

R. F. BROWER, Consolidated Edison 
Co. of New York, Inc., New York, 
ae 

R. J. CoE, New England Power Co., 
Boston, Mass. 

J. F. DAVENPORT, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

EARL EWALD, Northern States Power 
Co., Minneapolis, Minn. 

WALTER SHEWSKI, Commonwealth 
Edison Co., Chicago, IIl. 

HARVEY WAGNER, The Detroit Edison 
Co., Detroit, Mich. 

C. C. WHELCHEL, Pacific Gas and 
Electric Co., San Francisco, Calif. 


COMMITTEE ON EXTRA-HIGH- 
VOLTAGE STANDARDIZATION 


Chairman, V. M. MARQUIS, American 
Electric Power Co., New York, 
N.. Y. 

M. L. BLAIR, The Washington Water 
Power Co., Spokane, Wash. 

ROBERT BRANDT, New England Power 
Co., Boston, Mass. 

EK. D. EARLY, Southern Services, Inc., 
Birmingham, Ala. 

H. L. HARRINGTON, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

H. L. Lott, Southern California Edi- 
son Co., Los Angeles, Calif. 

L. R. PATTERSON, Public Service Co. 
of Colorado, Denver, Colo. 


R. R. PITTMAN, Arkansas Power & 
Light Co., Little Rock, Ark. 


OCTOBER, 1961 


COMMITTEE 
ON INTERNATIONAL 
COOPERATION 


Chairman, R. G. RINCLIFFE, Phila- 
delphia Electric Co., Philadelphia, 
ra; 

W. L. CISLER, The Detroit Edison 
Co., Detroit, Mich. 

J. E. CoRETTE, The Montana Power 
Co., Butte, Mont. 

C. E. EBLE, Consolidated Edison Co. 
of New York, Inc., New York, N.Y. 

D. S. KENNEDY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 


MANAGEMENT PRACTICES 
COMMITTEE 


Chairman, R. M. BESSE, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 

J. K. BusBy, Pennsylvania Power & 
Light Co., Allentown, Pa. 

H. J. CADWELL, Western Massachu- 
setts Electric Co., Greenfield, Mass. 

J. E. CORETTE, The Montana Power 
Co., Butte, Mont. 

S. L. DRuMM, West Penn Power Co., 
Greensburg, Pa. 

C. J. FORSBERG, Wisconsin Power & 
Light Co., Madison, Wis. 

W. T. LUCKING, Arizona Public Serv- 
ice Co., Phoenix, Ariz. 

M. S. LUTHRINGER, Central Illinois 
Public Service Co., Springfield, Ill. 

S. L. SIBLEY, Pacific Gas and Electric 
Co., San Francisco, Calif. 

F. M. WARREN, JR., Portland General 
Electric Co., Portland, Ore. 

C. H. WHITMORE, Iowa-Illinois Gas 
& Electric Co., Davenport, Iowa 

R. B. WILSON, Mississippi Power & 
Light Co., Jackson, Miss. 


MEMBERSHIP COMMITTEE 


Chairman, E. S. THOMPSON, Alle- 
gheny Power System, Inc., New 
York, N. Y. 

A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 





R. G. RINCLIFFE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

L. V. SUTTON, Carolina Power & 
Light Co., Raleigh, N. C. 


COMMITTEE ON NATIONAL 
DEFENSE 


Chairman, W. F. TAIT, JR., Public 
Service Electric and Gas Co., New- 
ark, N. J. 

HARLLEE BRANCH, JR., The Southern 
Co., Atlanta, Ga. 

J. H. CAMPBELL, Consumers Power 
Co., Jackson, Mich. 

W. L. CISLER, The Detroit Edison 
Co., Detroit, Mich. 

PHILIP SPORN, American Electric 
Power Service Corp., New York, 
N.Y. 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 

WILLIAM WEBSTER, New England 
Electric System, Boston, Mass. 

J. R. WELSH, Southwestern Electric 
Power Co., Shreveport, La. 


Task Force on National Defense 


Chairman, C. M. CUSTER, Southwest 
Power Pool, Little Rock, Ark. 


ROBERT BRANDT, New England Pow- 
er Co., Boston, Mass. 

F. D. CAMPBELL, The Detroit Edison 
Co., Detroit, Mich. 

IRA COLLINS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. P. JONES, Central Power & Light 
Co., Corpus Christi, Texas 

G. H. MCDANIEL, American Electric 
Power Service Corp., New York, 
Nik: 

GEORGE NOSTRANT, Pacific Power & 
Light Co., Portland, Ore. 

L. R. PATTERSON, Public Service Co. 
of Colorado, Denver, Colo. 

D. C. PETERSON, Northern States 
Power Co., Minneapolis, Minn. 

A. H. WADE, JR., Georgia Power Co., 
Atlanta, Ga. 


POLICY COMMITTEE 
ON POWER CAPACITY 
AND POOLING 


Chairman, C. E. OAKES, Pennsylvania 
Power & Light Co., Allentown, Pa. 





HARLLEE BRANCH, JR., The Southern 
Co., Atlanta, Ga. 

W. L. CISLER, The Detroit Edison Co., 
Detroit, Mich. 

E. H. Drxon, Middle South Utilities, 
Inc., New York, N. Y. 

WILLIS GALE, Commonwealth Edison 
Co., Chicago, IIl. 

N. B. GussET, Iowa Power and Light 
Co., Des Moines, Iowa 

R. T. PERSON, Public Service Co. of 
Colorado, Denver, Colo. 

K. M. ROBINSON, The Washington 
Water Power Co., Spokane, Wash. 

PHILIP SPORN, American Electric 
Power Co., Inc., New York, N. Y. 

N. R. SUTHERLAND, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 

WILLIAM WEBSTER, New England 
Electric System, Boston, Mass. 


Task Force on Power Capacity and 
Pooling 


M. L. BLAIR, The Washington Water 
Power Co., Spokane, Wash. 

ROBERT BRANDT, New England Power 
Co., Boston, Mass. 

C. M. CUSTER, Southwest Power Pool, 
Little Rock, Ark. 

E. D. EARLY, Southern Services, Inc., 
Birmingham, Ala. 

H. L. HARRINGTON, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

A. P. JONES, Central Power & Light 
Co., Corpus Christi, Texas 

H. A. Lott, Southern California Edi- 
son Co., Los Angeles, Calif. 

G. H. MCDANIEL, American Electric 
Power Service Corp., New York, 
je A 

L. R. PATTERSON, Public Service Co. 
of Colorado, Denver, Colo. 

R. T. PurpDy, Commonwealth Edison 
Co., Chicago, Il. 

y. A. TENBROOK, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 


COMMITTEE ON 
REGULATION 


Chairman, E. H. WILL, Virginia Elec- 
tric and Power Co., Richmond, Va. 

A. D. BARNEY, The Hartford Electric 
Light Co., Hartford, Conn. 

HARLLEE BRANCH, JR., The Southern 
Co., Atlanta, Ga. 

J. K. BusBy, Pennsylvania Power & 
Light Co., Allentown, Pa. 


O. T. FITZWATER, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

R. H. GERDES, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. E. KOHLHEPP, Jersey Central 
Power & Light Co., Morristown, 
N. J. 

K. M. ROBINSON, The Washington 
Water. Power Co., Spokane, Wash. 

W. H. SAMMIS, Ohio Edison Co., 
Akron, Ohio 

J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 


COMMITTEE ON RELATIONS 
WITH EDUCATIONAL 
INSTITUTIONS 


Chairman, R. A. GIBSON, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 

G. W. EVANS, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

E. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

M. S. LUTHRINGER, Central Illinois 
Public Service Co., Springfield, III. 

R. G. RINCLIFFE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

L. V. SUTTON, Carolina Power & 
Light Co., Raleigh, N. C. 


COMMITTEE ON RURAL 
ELECTRIFICATION 
Chairman, L. V. SUTTON, Carolina 
Power & Light Co., Raleigh, N. C. 


WALTER BOULDIN, Alabama Power 
Co., Birmingham, Ala. 

C. T. BREMICKER, Northern States 
Power Co., Minneapolis, Minn. 

G. M. BRUNZELL, The Washington 
Water Power Co., Spokane, Wash. 

J. E. CORETTE, The Montana Power 
Co., Butte, Mont. 

G. W. EVANS, Kansas Gas & Electric 
Co., Wichita, Kan. 

N. B. GuUSSETT, Iowa Power and 
Light Co., Des Moines, Iowa 

M. L. Kapp, Interstate Power Co., 
Dubuque, Iowa 

W. T. LUCKING, Arizona Public Serv- 
ice Co., Phoenix, Ariz. 

J. J. MCDONOUGH, Georgia Power 
Co., Atlanta, Ga. 

G. C. NEFF, Wisconsin Power and 
Light Co., Madison, Wis. 

G. V. PATTERSON, American Electric 
Power Service Corp., New York, 
N.Y; 


R. T. PERSON, Public Service Co. of 
Colorado, Denver, Colo. 

J. R. WELSH, Southwestern Electric 
Power Co., Shreveport, La. 

C. L. YOUNG, West Texas Utilities 
Co., Abilene, Texas 


SPECIAL TAX POLICY 
COMMITTEE 
Chairman, D. S. KENNEDY, Oklahoma 
Gas and Electric Co., Oklahoma 

City, Okla. 

J. L. BATES, Central Power & Light 
Co., Corpus Christi, Texas 

WALTER BOULDIN, Alabama Power 
Co., Birmingham, Ala. 

C. B. DELAFIELD, Consolidated Edi- 
son Co. of New York, Inc., New 
York: N. Y. 

R. H. GERDES, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. E. GINNA, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
C. E. OAKES, Pennsylvania Power & 

Light Co., Allentown, Pa. 

WALDEMAR SETON, Portland General 
Electric Co., Portland, Ore. 

E. H. WILL, Virginia Electric and 
Power Co., Richmond, Va. 

J. T. WOLFE, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

*E. T. WEIN, Commonwealth Edison 
Co., Chicago, II. 


WORLD’S FAIR COMMITTEE 
(1964-1965) 

Chairman, E. R. ACKER, Central 
Hudson Gas & Electric Corp., 
Poughkeepsie, N. Y. 

HARLLEE BRANCH, JR., The Southern 
Co., Atlanta, Ga. 

H. J. CADWELL, Western Massachu- 
setts Electric Co., Greenfield, Mass. 

J. E. CORETTE, The Montana Power 
Co., Butte, Mont. 

E. H. DIxon, Middle South Utilities, 
Inc., New York, N. Y. 

C. E. EBLE, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

WILLIS GALE, Commonwealth Edison 
Co., Chicago, IIl. 

KE. L. LINDSETH, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

D. C. LucE, Public Service Electric 
and Gas Co., Newark, N. J. 

E. J. MACHOLD, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. W. MCAFEE, Union Electric Co., 
St. Louis, Mo. 


*Ex officio 
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{AROLD QUINTON, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

2. G. RINCLIFFE, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 


W. H. SAMMIS, Ohio Edison Co., 
Akron, Ohio 

PHILIP SPORN, American Electric 
Power Co., Inc., New York, N. Y. 


J. B. THOMAS, Texas Electric Service 
Co., Fort Worth, Texas 

J. J. TOUHY, Long Island Lighting 
Co., Mineola, N. Y. 


Accounting Division Committees 


ACCOUNTING DIVISION 
EXECUTIVE COMMITTEE 


‘hairman, R. R. FORTUNE, Pennsy!l- 
vania Power & Light Co., Allen- 
town, Pa. 


Vice Chairman, O. E. SMITH, Balti- 
more Gas and Electric Co., Balti- 
more, Md. 

N. J. AMBROSE, Stone & Webster 
Service Corp., New York, N. Y. 
R. C. BECKER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y. 

H. W. BoozEr, Georgia Power Co., 
Atlanta, Ga. 

G. J. BRETT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

R. W. Britt, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

L. D. BRUMIT, Florida Power Corp., 
St. Petersburg, Fla. 

OTTO BRUNENMEISTER, JR., Ohio Edi- 
son Co., Akron, Ohio 

T. H. BUCKLEY, Public Service Co. of 
New Hampshire, Manchester, N.H. 

A. L. BURGESS, Northern States Pow- 
er Co., Minneapolis, Minn. 

R. B. CARPENTER, Carolina Power & 
Light Co., Raleigh, N. C. 

C. L. CARR, Potomac Electric Power 
Co., Washington, D. C. 

*H. J. CARR, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

EK. L. CASSADY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

W. G. CHRISTIE, General Public Utili- 
ties Corp., New York, N. Y. 

J. V. CLEARY, Consolidated Edison 
Co. of New York, Inc., New York, 
N.. ¥: 

Ek. H. CONWAY, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 

G. R. Cook, Central Illinois Public 
Service Co., Springfield, Ill. 

L. W. COUGHLAN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

*E. D. COWLES, The Detroit Edison 
Co., Detroit, Mich. 

J. F. DALY, Long Island Lighting Co., 
Mineola, N. Y. 


*Ex officio 
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M. J. DOAN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

*J. W. DopcE, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

C. T. DWIGHT, The Hartford Electric 
Light Co., Hartford, Conn. 

A. F. ELDER, The Washington Water 
Power Co., Spokane, Wash. 

J. F. FARLEY, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 
FRANK FREER, JR., Public Service 

Electric and Gas Co., Newark, N. J. 
D. C. FRISBEE, Pacific Power & Light 
Co., Portland, Ore. 
R. M. GINN, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
A. P. Goop, Northern Indiana Public 
Service Co., Hammond, Ind. 

A. G. GREEN, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

J. J. HARRINGTON, The Montana 
Power Co., Butte, Mont. 

E. H. HEGMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

E. K. HIGLEY, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

W. W. HOWELL, Public Service Co. of 
Colorado, Denver, Colo. 

VANCE HUGGINS, Duke Power Co., 
Charlotte, N. C. 
E. M. IMHOFF, Pioneer Service & En- 
gineering Co., Washington, D. C. 
*G. F. JONES, Potomac Electric Pow- 
er Co., Washington, D. C. 

ALLEN KENYON, Allegheny Power 
System, Inc., New York, N. Y. 

R. C. Kipp, Atlantic City Electric Co., 
Jackson, Mich. 

J. W. KLUBERG, Consumers Power 
Co., Jackson, Mich. 

F. J. LABANCA, New Orleans Public 
Service, Inc., New Orleans, La. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 


R. O. LINVILLE, Kansas City Power 


& Light Co., Kansas City, Mo. 


*K. P. LocKE, The Detroit Edison 
Co., Detroit, Mich. 

E. H. LOTHER, New England Electric 
System, Boston, Mass. 

*J. C. LUCHSINGER, The Cincinnati 
Gas & Electric Co., Cincinnati, 
Ohio 

H. J. LYNE, Central Vermont Public 
Service Corp., Rutland Vt. 

R. C. McCoLLuM, Middle West Serv- 
ice Co., Chicago, Ill. 

A. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

R. L. MEYER, Iowa Power and Light 
Co., Des Moines, Iowa 

A. G. MITCHELL, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

*T. P. O’CONNOR, JR., Boston Edison 
Co., Boston, Mass. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 
H. W. PIRKEY, JR., Southwestern 

Electric Power Co., Shreveport, La. 

*D. J. PIZZIMENTI, The Detroit Edi- 
son Co., Detroit, Mich. 

N. F. PLANTE, Western Massachu- 
setts Electric Co., West Springfield, 
Mass. 

S. E. RATCLIFFE, Virginia Electric & 
Power Co., Richmond, Va. 

W. J. READY, South Carolina Electric 
& Gas Co., Columbia, S. C. 

J. G. REESE, Houston Lighting & 
Power Co., Houston, Texas 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kan. 

R. W. RICHARDSON, Mississippi Pow- 
er Co., Gulfport, Miss. 

L. G. ROEMER, Wisconsin Public 
Service Corp., Milwaukee, Wis. 

F. W. ROGERS, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

E. E. Routt, The Detroit Edison Co., 
Detroit, Mich. 

H. H. ScaFr, Ebasco Services, Inc., 
New York, N. Y. 

S. J. SCHMIL, The Dayton Power and 
Light Co., Dayton, Ohio 

*W. T. SPERRY, Public Service Elec- 
tric and Gas Co., Newark, N. J. 








H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

*R. L. THOMAS, Indianapolis Power 
and Light Co., Indianapolis, Ind. 
F. X. WALTHER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 

i ee 

*E. T. WEIN, Commonwealth Edison 
Co., Chicago, IIl. 

R. D. WHITE, Union Electric Co., St. 
Louis, Mo. 

R. O. WHITMAN, American Electric 
Power Service Corp., New York, 
N; ¥. 

*H. R. WHITON, Virginia Electric 
and Power Co., Richmond, Va. 

G. H. WIER, Commonwealth Edison 
Co., Chicago, Ill. 

*A. B. WILSON, Georgia Power Co., 
Atlanta, Ga. 

G. R. WOEHLER, Southern Indiana 
Gas and Electric Co., Evansville, 
Ind. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 

T. C. WOODSIDE, Utah Power & Light 
Co., Salt Lake City, Utah 

*M. F. YOUNG, The Connecticut Light 
and Power Co., Hartford, Conn. 


ACCOUNTING DIVISION 
ADVISORY COMMITTEE 
Chairman, W. T. HAMILTON, The 


Cleveland Electric Illuminating 
Co., Cleveland, Ohio 


J. D. ELLIoTT, The Detroit Edison 
Co., Detroit, Mich. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

B. J. MCMILLEN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 


CUSTOMER ACTIVITIES 
GROUP 


Coordinator, M. F. YOUNG, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 


Customer Accounting Committee 


Chairman, R. L. THOMAS, Indianap- 
olis Power & Light Co., Indianap- 
olis, Ind. 


Vice Chairman, G. E. MINISTER, Co- 
lumbus and Southern Ohio Electric 
Co., Columbus, Ohio 


*Ex officio 


E. G. ANDERSON, The United Illumin- 
ating Co., New Haven, Conn. 

D. M. ARNOLD, Pennsylvania Power 
Co., New Castle, Pa. 

W. E. BALDWIN, Alabama Power Co., 
Birmingham, Ala. 

L. L. BEEM, Public Service Co. of 
Colorado, Denver, Colo. 

C. D. BELANGER, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

R. T. BREWER, The Dayton Power & 
Light Co., Dayton, Ohio 

R. W. BROWN, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

WILLIAM BuRRITT, Central Illinois 
Electric and Gas Co., Rockford, Il. 

T. J. CASEY, Philadelphia Electric 
Co., Philadelphia, Pa. 

S. N. Corey, Florida Power Corp., 
St. Petersburg, Fla. 

E. A. FLETCHER, Potomac Electric 
Power Co., Washington, D. C. 
H. L. FREEMAN, Georgia Power Co., 

Atlanta, Ga. 

J. M. GASQUE, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 
G. J. GLUCK, Ohio Edison Co., Akron, 

Ohio 

C. R. GOopDE, JR., Virginia Electric 
and Power Co., Richmond, Va. 

E. H. HALLIDAY, Utah Power & Light 
Co., Salt Lake City, Utah 

W. I. HILL, Mississippi Power & 
Light Co., Jackson, Miss. 

C. A. HINGLE, New Orleans Public 
Service Inc., New Orleans, La. 

W. T. HUTCHINS, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y. 

R. O. JACKSON, Stone & Webster 
Service Corp., New York, N. Y. 
E. J. JASPER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 
E. H. JOHNSMEYER, Idaho Power Co., 

Boise, Idaho 

T. A. KOSTANSKI, The Toledo Edison 
Co., Toledo, Ohio 

W. H. KUNTZI, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

J. D. LANG, Duquesne Light Co., 
Pittsburgh, Pa. 

A. L. LAws, Southern California Edi- 
son Co., Los Angeles, Calif. 

G. G. LEONARD, Carolina Power & 
Light Co., Raleigh, N. C. 

J. C. LOWELL, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
J. A. MAGUIRE, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 

h.. Y. 


JACK MANSELL, Dallas Power & Light 
Co., Dallas, Texas 

T. L. MASTERS, Pennsylvania Power 
& Light Co., Allentown, Pa. 

J. L. MCDONNELL, Atlantic City Elec- 
tric Co., Millville, N. J. 
E. F. MEARNS, Jersey Central Power 
& Light Co., Asbury Park, N. J. 
J. H. MELANSON, Boston Edison Co., 
Boston, Mass. 

G. MONTAGUE, Baltimore Gas and 
Electric Co., Baltimore, Md. 

V. C. OTTEN, NEES-New England 
Power Service Co., Boston, Mass. 

C. W. PETERS, The Detroit Edison 
Co., Detroit, Mich. 

W. J. Root, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

H. F. SCHUSTER, The Kansas Power 
and Light Co., Topeka, Kan. 

J. M. ScupDER, Long Island Lighting 
Co., Hicksville, N. Y. 

L. J. SCULLY, Union Electric Co., 
St. Louis, Mo. 

J. R. SILVER, Kansas City Power & 
Light Co., Kansas City, Mo. 

G. M. SMITH, Northern States Power 
Co., Minneapolis, Minn. 
J. C. STEWART, Stone & Webster 
Service Corp., New York, N. Y. 
C. E. THORNBLADE, West Penn Power 
Co., Connellsville, Pa. 

J. R. YouD, Gulf Power Co., Pensa- 
cola, Fla. 

M. F. YouNG, The Connecticut Light 
& Power Co., Berlin, Conn. 

R. C. YOUNG, JR., American Electric 
Service Corp., New York, N. Y. 


Customer Collections Committee 


Chairman, H. J. CARR, Consolidated 
Edison Co. of New York, Inc., New 
York, N. Y. 

Vice Chairman, D. R. WILSON, Du- 
quesne Light Co., Pittsburgh, Pa. 

F. X. BOYLE, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. B. Bray, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
J. P. BREEN, Commonwealth Edison 

Co., Chicago, IIl. 

C. A. BuRNS, Union Electric Co., St. 
Louis, Mo. 

A. F. Carr, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

JOHN DINUBLIA, Boston Edison Co., 
Boston, Mass. 
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K. J. FEDERER, Central Illinois Public 
Service Co., Springfield, Ill. 

Rk. S. Fox, The Kansas Power and 
Light Co., Topeka, Kan. 

}. E. HEvRON, New Orleans Public 
Service Inc., New Orleans, La. 

. C. HUMPHREYS, The Dayton Power 
and Light Co., Dayton, Ohio 

5. R. JOHNSTON, West Penn Power 
Co., Greensburg, Pa. 

i). B. KRuGER, Southern California 
Edison Co., Los Angeles, Calif. 

J. W. MACKIE, III, Delaware Power 
& Light Co., Wilmington, Del. 

F. J. MCKERNAN, Pennsylvania Pow- 
er & Light Co., Allentown, Pa. 

F. U. NAYLOR, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

. T. NEWTON, Kentucky Utilities Co., 
Lexington, Ky. 

G. E. OLMSTED, Consumers Power 
Co., Jackson, Mich. 

C. W. PETERSON, Northern States 
Power Co., Minneaoplis, Minn. 

F. E. SPEIER, The Detroit Edison 
Co., Detroit, Mich. 

T. C. WELLS, Georgia Power Co., At- 
lanta, Ga. 

M. G. WUEST, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


—~ 


Customer Relations Committee 


Chairman, R. C. BECKER, Central 
Hudson Gas & Electric Corp., 
Poughkeepsie, N. Y. 

Vice Chairman, E. J. CAVE, Philadel- 
phia Electric Co., Philadelphia, Pa. 

H. E. ARMSEY, Kentucky Utilities 
Co., Pineville, Ky. 

C. J. BERNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

G. A. BORKEY, Virginia Electric and 
Power Co., Richmond, Va. 

P. D. CURLEY, Boston Edison Co., 
Boston, Mass. 

L. M. DAGENBACH, The Cincinnati 
Gas & Electric Co., Cincinnati, 
Ohio 

R. D. DAVIS, Ohio Power Co., Newark, 
Ohio 

W. C. DREwrRyY, Southern California 
Edison Co., Los Angeles, Calif. 

J. H. EVANS, Texas Electric Service 
Co., Fort Worth, Texas 

D. D. Ferry, Union Electric Co., St. 
Louis, Mo. 

R. C. FRIENDS, New York State Elec- 
tric & Gas Corp., Geneva, N. Y. 


OCTOBER, 1961 


J. R. HEERY, The United Illuminating 
Co., New Haven, Conn. 

K. R. HINCKLEY, Houston Lighting 
& Power Co., Houston, Texas 

O. V. JONES, Long Island Lighting 
Co., Mineola, N. Y. 

C. R. MAIO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. NELLIS, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

A. R. NEWELL, West Penn Power 
Co., Washington, Pa. 

A. L. OSBORN, Orange and Rockland 
Utilities, Inc., Monroe, N. Y. 

C. W. PETERSON, Northern States 
Power Co., Minneapolis, Minn. 

L. D. PETERSON, The Kansas Power 
and Light Co., Topeka, Kan. 

T. J. PETERSON, The Detroit Edison 
Co., Detroit, Mich. 

G. T. PETTUS, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. F. Powers, Consolidated Edison 
Co. of New York, Inc., New York, 
WN. Y. 

F. B. RANKIN, Public Service Co. of 
Colorado, Denver, Colo. 

R. L. RETTERER, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

E. M. SHAFFREY, Baltimore Gas and 
Electric Co., Laurel, Md. 

H. N. STEM, Jersey Central Power & 
Light Co., Morristown, N. J. 

O. D. WALRATH, The Cleveland Elec- 
tric Illuminating Co., Ashtabula, 
Ohio 

J. B. WHITE, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

R. B. WILLIAMS, The Toledo Edison 
Co., Toledo, Ohio 

G. A. WILSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 


GENERAL ACTIVITIES GROUP 


Coordinator, G. F. JONES, Potomac 
Electric Power Corp., Washington, 
DD: @: 


Depreciation Accounting 
Committee 


Chairman, H. R. WHITON, Virginia 
Electric and Power Co., Richmond, 
Va. 

Vice Chairman, BARNARD MORSE, 
Southern California Edison Co., 
Los Angeles, Calif. 


C. M. ATKINSON, Duquesne Light 
Co., Pittsburgh, Pa. 

C. R. Berry, Pennsylvania Power & 
Light Co., Allentown, Pa. 

T. L. Berry, The Connecticut Light 
& Power Co., Berlin, Conn. 

A. J. BRODTMANN, New Orleans Pub- 
lic Service Inc., New Orleans, La 
D. H. CALLEN, Pioneer Service & 

Engineering Co., Chicago, Il. 

W. H. CAUNT, JR., Public Service 
Electric and Gas Co., Newark, N. J. 

C. D. Davis, The Detroit Edison Co., 
Detroit, Mich. 

WETMORE DAWES, Commonwealth 
Services, Inc., New York, N. Y. 
J. W. DUNGAN, The Toledo Edison 

Co., Toledo, Ohio 

E. C. EDGAR, Gilbert Associates, Inc., 
New York, N. Y. 

M. J. GONZALEZ, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

E. F. HEIM, Utah Power & Light Co., 
Salt Lake City, Utah 

J. W. HUMMER, Iowa Power and 
Light Co., Des Moines, Iowa 

P. H. JEYNES, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. L. JOHNSON, Middle West Service 
Co., Chicago, IIl. 

R. M. KRAMER, The Dayton Power 
and Light Co., Dayton, Ohio 

C. T. LOSHING, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. B. MADIGAN, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

G. P. MALONEY, American Electric 
Power Service Corp., New York, 
N.Y. 

A. R. MORGAN, JR., Southern Serv- 
ices, Inc., Birmingham, Ala. 

H. E. MorTIMER, Gulf States Utilities 
Co., Beaumont, Texas 

H. R. MucG, Union Electric Co., St. 
Louis, Mo. 

D. G. Muir, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N.Y. 

W. J. NoicoT, West Penn Power Co., 
Greensburg, Pa. 

T. P. O’CONNOoR, JR., Boston Edison 
Co., Boston, Mass. 

V. A. Owoc, Ohio Edison Co., Akron, 
Ohio 

P. K. READ, New York State Electric 
& Gas Corp., Ithaca, N. Y. 

J. J. REILLY, Ebasco Services, Inc., 
New York, N. Y. 

C. N. Rice, Jr., Northern States 
Power Co., Minneapolis, Minn. 








L. W. RoBINSON, Consumers Power 
Co., Jackson, Mich. 

M. B. RoMEISER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

K. L. SAUL, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

G. A. SCHOENBUCHER, NEES-New 
England Power Co., Boston, Mass. 

B. H. SHERRY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

R. O. WAGNER, The Detroit Edison 
Co., Detroit, Mich. 

H. S. WEATHERBY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

E. F. WILDFONG, Portland General 
Electric Co., Portland, Ore. 

J. H. WILEY, Idaho Power Co., Boise, 
Idaho 

ALFRED WROBLEWSKI, Philadelphia 
Electric Co., Philadelphia, Pa. 


General Accounting Committee 


Chairman, K. P. LOCKE, The Detroit 
Edison Co., Detroit, Mich. 


Vice Chairman, J. R. POWELL, Caro- 
lina Power & Light Co., Raleigh, 
N. C. 

ALLEN ABERCROMBIE, Western Mas- 
sachusetts Electric Co., West 
Springfield, Mass. 

C. L. BAMETZREIDER, Duquesne Light 
Co., Pittsburgh, Pa. 

J. H. BARTLEY, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

H. H. BOLLINGER, Ohio Edison Co., 
Akron, Ohio 

C. B. BRADSHAW, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

P. W. Briccs, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. O. CHASE, The Detroit Edison Co., 
Detroit, Mich. 

W. A. CONNER, Gulf Power Co., Pen- 
sacola, Fla. 

L. W. Cross, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. E. CUTCLIFFE, NEES-Massachu- 
setts Electric Co., Worcester, Mass. 

P. L. DAVIS, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

J. A. DUNLAP, Metropolitan Edison 
Co., Reading, Pa. 

W. H. EICHHORN, Pennsylvania Pow- 
er & Light Co., Allentown, Pa. 

H. R. FapuM, The United Illuminat- 
ing Co., New Haven, Conn. 

U. J. Farr, Indianapolis Power & 
Light Co., Indianapolis, Ind. 


L. R. Fay, Public Service Electric 
and Gas Co., Newark, N. J. 

R. W. FISHER, Kansas City Power 
& Light Co., Kansas City, Mo. 

C. R. GARTON, Atlantic City Electric 
Co., Pleasantville, N. J. 

C. A. GORANSON, The Connecticut 
Light & Power Co., Berlin, Conn. 

D. W. HALEY, Boston Edison Co., 
Boston, Mass. 

M. W. HALL, Consolidated Edison 
Co. of New York, Inc., New York, 
i hes 


GEORGE HARTMANN, Orange and 
Rockland Utilities, Inc., Nyack, 
N. ¥: 


G. F. HILL, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. L. HOWENSTINE, Potomac Electric 
Power Co., Washington, D. C. 

M. M. ILcH, Idaho Power Co., Boise, 
Idaho 

F. L. LABANCA, New Orleans Public 
Service, Inc., New Orleans, La. 

E. A. LARSON, The Hartford Electric 
Light Co., Hartford, Conn. 

A. H. LEWIS Georgia Power Co., At- 
lanta, Ga. 

R. G. MAAS, Wisconsin Electric Pow- 
er Co., Milwaukee Wisc. 

J. J. MCCARTHY, Boston Edison Co., 
Boston, Mass. 

G. W. MILLER, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. F. MILLER, Northern States Power 
Co., Eau Claire, Wisc. 

C. L. MoorE, The Detroit Edison Co., 
Detroit, Mich. 

R. J. Morris, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio. 

T. J. Muck, Duquesne Light Co., 
Pittsburgh, Pa. 

H. W. NICHOLS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
D. G. NICHOLSON, The Toledo Edison 

Co., Toledo, Ohio 

PAUL Ray, Central Illinois Electric 
and Gas Co., Rockford, Ill. 

G. F. RINGLER, NEES-The Narra- 
gansett 
RK... i 

A. G. SHOGREN, Northern States 
Power Co., Minneapolis, Minn. 


Electric Co., Providence, 


G. A. SPENCER, Virginia Electric and 
Power Co., Richmond, Va. 

S. N. SPRING, Consumers Power Co., 
Jackson, Mich. 


J. L. STALL, Southwestern Electric 


Power Co., Shreveport, La. 


A. R. ST. BERNARD, The Cleveland 
Electric Illuminating Co., Cleve- 
land, Ohio 

W. L. WAGNER, West Penn Power Co., 
Greensburg, Pa. 

O. H. WHITE, Central Illinois Public 
Service Co., Springfield, Ill. 

H. J. WOEHRMYER, The Cincinnati 
Gas & Electric Co., Cincinnati, 
Ohio 

W. H. ZIMMER, JR., The Cincinnati 
Gas & Electric Co., Cincinnati, 
Ohio 


Plant Accounting Committee 


Chairman, J. W. DODGE, Orange and 
Rockland Utilities, Inc., Nyack, 
Pi. 2 

Vice Chairman, C. L. McCoIN, Ohio 
Edison Co., Akron, Ohio 

P. A. BALLINGER, Columbus and 
Southern Ohio Electric Co., Colum- 
bus, Ohio 

E. C. Bott, Duke Power Co., Char- 
lotte, N. C. , 

G. A. BROWNMILLER, The Connecti- 
cut Light & Power Co., Berlin, 
Conn. pee 

L. W. Burns, Northern States Power 
Co., Minneapolis, Minn. 

R. C. CRAVENS, Kansas City Power 
& Light Co., Kansas City, Mo. 
L. B. Cray, Indianapolis Power & 

Light Co., Indianapolis, Ind. 

L. M. DEATON, Carolina Power & 
Light Co., Raleigh, N. C. 

C. H. DORCHESTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. C. Eac, Duquesne Light Co., Pitts- 
burgh, Pa. 

L. S. EVANS, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

A. B. FAIRBANK, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

E. A. FISHER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

H. L. FRENCH, Baltimore Gas and 
Electric Co., Baltimore, Md. 

D. W. GASKINS, Potomac Electric 
Power Co., Washington, D. C. 

C. A. GrAcY, JR., Long Island Light- 
ing Co., Hicksville, N. Y. 

W. H. HALLER, The United Illuminat- 
ing Co., New Haven, Conn. 

JOHN HANNA, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
T. A. Jost, Public Service Co. of Col- 

orado, Denver, Col. 
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\. J. KLEINMAN, Texas Power & 
Light Co., Dallas, Texas 

|. F. KruszKA, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

}. T. LAHATTE, Georgia Power Co., 
Atlanta, Ga. 

VILLIAM LAMBERT, JR., Southern 
Services, Inc., Birmingham, Ala. 

\. W. LINDAHL, American Electric 
Power Service Corp., New York, 
N. %. 

’. J. LIPINSKI, The Toledo Edison 
Co., Toledo, Ohio 

R. B. Luce, Pacific Gas and Electric 
Co., San Franciso, Calif. 

H. J. MCCARTHY, West Penn Power 
Co., Greensburg, Pa. 

i. C. Moore, Boston Edison Co., 
Charlestown, Mass. 

C. E. PICARD, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. F. PINKvoss, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
H. R. PoRTER, Central Hudson Gas & 

Electric Corp., Poughkeepsie, N. Y. 

J. W. PRENGER, New Orleans, Pub- 
lic Service Inc., New Orleans, La. 

W. H. RoBerts, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

S. B. ROBERTSON, Virginia Electric 
and Power Co., Richmond, Va. 

T. E. RYAN, Consolidated Edison Co. 
of New York Inc., New York, N. Y. 

J. W. SEGERS, Southwestern Electric 
Power Co., Shreveport, La. 

J. J. SPENCER, The Detroit Edison 
Co., Detroit, Mich. 

R. S. SPENCER, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

K. R. WATSON, Philadelphia Electric 
Co., Philadelphia, Pa. 

D. L. WETZEL, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

W. A. WHITE, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

J. O. WIDDER, NEES-Merrimack-Es- 
sex Electric Co., Lawrence, Mass. 
R. B. WOOLLEY, Florida Power Corp., 

St. Petersburg, Fla. 

C. H. ZEIMANTZ, Southern California 
Edison Co., Los Angeles, Calif. 
M. C. ZUMPE, Consumers Power Co., 

Jackson, Mich. 


Taxation Accounting Committee 
Chairman, E. T. WEIN, Common- 


wealth Edison Co., Chicago, III. 


OCTOBER, 1961 


Vice Chairman, S. L. KELLY, Union 
Electric Co., St. Louis, Mo. 

C. P. ALLMAN, The Detroit Edison 
Co., Detroit, Mich. 

E. A. ANDERSEN, Idaho Power Co., 
Boise, Idaho 

H. D. ANDERSON, JR., American Elec- 
tric Power Service Corp., New 
York, M.. ¥. 

J. F. BRENNAN, Philadelphia Electric 
Co., Philadelphia, Pa. 

A. M. CLEMENT, Virginia Electric 
Power Co., Richmond, Va. 

G. J. COVALT, Allegheny Power Sys- 
tem, Inc., New York, N. Y. 

H. B. DARDEN, Monongahela Power 
Co., Fairmont, W. Va. 

H. R. DEAN, Houston Lighting & 
Power Co., Houston, Texas 

R. R. DRAKE, California Electric 
Power Co., San Bernardino, Calif. 

T. J. FLANAGAN, New England Elec- 
tric System, Boston, Mass. 

A. S. GEEHR, JR., Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

C. E. GLEASON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
W. E. Gray, Kentucky Utilities Co., 

Lexington, Ky. 

P. V. HARRIS, Middle West Service 
Co., Chicago, II. 

W. H. HARRISON, JR., Texas Electric 
Service Co., Fort Worth, Texas 
R. A. HEIMANN, Columbus and 
Southern Ohio Electric Co., Colum- 

bus, Ohio 

H. M. Hopson, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

T. F. HOLTHAM, New York State 
Electric and Gas Co., Ithaca, N. Y. 

H. S. HowarpD, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. N. KNEPPER, Duquesne Light Co., 
Pittsburgh, Pa. 

J. R. LEONARD, Florida Power Corp., 
St. Petersburg, Fla. 

J. H. LINNEHAN, Gulf States Utili- 
ties Co., Beaumont, Texas 

A. G. MAIHOFER, The Detroit Edison 
Co., Detroit, Mich. 

J. B. MARBURGER, West Penn Power 
Co., Greensburg, Pa. 

A. L. MAXWELL, Southern California 
Edison Co., Los Angeles, Calif. 

R. A. MILLER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

W. R. Moran, The Toledo Edison 
Co., Toledo, Ohio 


A. R. Moss, The Potomac Edison 
Co., Frederick, Md. 

T. A. NIEMAN, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 
T. F. O’BRIEN, Ebasco Services, Inc., 

New York, N. Y. 

O. T. OLSON, Iowa Power and Light 
Co., Des Moines, Iowa 

C. A. PALMGREN, JR., New Orleans 
Public Service Inc., New Orleans, 
La. 

R. S. PARKER, NEGEA Service Corp., 
Cambridge, Mass. 

W. L. PAYNE, Stone & Webster Serv- 
ice Corp., New York, N. Y. 

M. A. PECK, Ohio Edison Co., Akron, 
Ohio 

L. L. PERCIVAL, Potomac Electric 
Power Co., Washington, D. C. 

J. W. PFLIEGER, Delaware Power & 
Light Co., Wilmington, Del. 

N. F. PLANTE, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

D. P. ROBERTS, Public Service Co. of 
Colorado, Denver, Colo. 

E. J. Rook, Iowa-Illinois Gas and 
Electric Co., Davenport, lowa 

E. D. SCHEETZ, JR., Atlantic City 
Electric Co., Atlantic City, N. J. 

A. C. SCHNEIDER, Consolidated Edi- 
son Co. of New York, Inc., New 
York; NX. 

C. F. SCHOENEBAUM, Ebasco Serv- 
ices, Inc., New York, N. Y. 

MICHAEL SELTZER, Kansas City Pow- 
er & Light Co., Kansas City, Mo. 

L. J. STROMBERG, Northern States 
Power Co., Minneapolis, Minn. 

D. J. TREGO, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. J. TRUDEAU, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

R. J. VAN Ess, Consumers Power 
Co., Jackson, Mich. 

J. R. WEGER, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. S. WILDE, Ebasco Services, Inc., 
New York, N. Y. 

D. G. WURRESCHKE, Southern Serv- 
ices, Inc., Birmingham, Ala. 

C. E. York, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


SPECIAL ACTIVITIES GROUP 


Coordinator, OTIS E. SMITH, Balti- 
more Gas and Electric Co., Balti- 
more, Md. 








Accounting Employee Relations 
Committee 


Chairman, D. J. PIZZIMENTI, The De- 
troit Edison Co., Detroit, Mich. 


K. V. ARNOLD, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

C. E. Berry, Duquesne Light Co., 
Pittsburgh, Pa. 

R. E. Bryson, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. J. CLock, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

H. M. Currey, Niagara Mohawk 
Power Corp., Albany, N. Y. 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. P. FIEDLER, Public Service Electric 
and Gas Co., Newark, N. J. 

W. E. GRINTER, Consumers Power 
Co., Jackson, Mich. 

J. E. Hurey, Boston Edison Co., 
Boston, Mass. 


Application of Accounting 
Principles Committee 


Chairman, A. G. MITCHELL, Phila- 
delphia Electric Co., Philadelphia, 
Pa. 

W. G. CHRISTIE, General Public Utili- 
ties Corp., New York, N. Y. 

ALLEN KENYON, Allegheny Power 
System, Inc., New York, N. Y. 

J. W. KLUBERG, Consumers Power 
Co., Jackson, Mich. 

F.. J. LABANCA, New Orleans Public 
Service Inc., New Orleans, La. 

E. A. LADD, Ohio Edison Co., Akron, 
Ohio 

E. E. MATTHEWS, Public Service Co. 
of Colorado, Denver, Colo. 

C. E. PICHLER, Southern California 
Edison Co., Los Angeles, Calif. 

W. J. READY, South Carolina Electric 
& Gas Co., Columbia, S. C. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

L. G. ROEMER, Wisconsin Public 
Service Corp., Milwaukee, Wis. 

E. E. ROLL, The Detroit Edison Co.. 
Detroit, Mich. 

E. J. ROSAZZA, The United Illuminat- 
ing Co., New Haven, Conn. 

R. G. SCHNEIDER, Virginia Electric 
and Power Co., Richmond, Va. 


G. F. VANDERSLICE, Pennsylvania 
Power & Light Co., Allentown, Pa. 

R. W. WHITE, Union Electric Co., 
St. Louis, Mo. 

R. O. WHITMAN, American Electric 
Power Service Corp., New York, 
i ie 


Electronic Data Processing 
Committee 


Chairman, E. D. COWLES, The De- 
troit Edison Co., Detroit, Mich. 


Vice Chairman, S. E. WERTHEIM, The 
Cleveland Electric Illuminating 
Co., Cleveland, Ohio 

J. F. Bower, Duquesne Light Co., 
Pittsburgh, Pa. 

P. W. Boyer, Commonwealth Edison 
Co., Chicago, Il. 

A. J. BRODTMANN, New Orleans Pub- 
lic Service, Inc., New Orleans, La. 

C. H. CARTE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

J. A. COMERFORD, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N.. Y. 

G. F. DruMM, New England Electric 
System, Boston, Mass. 

T. C. EICKMEYER, The Dayton Power 
and Light Co., Dayton, Ohio 

R. E. ELLIFRITZ, Columbus and 
Southern Ohio Electric Co., Colum- 
bus, Ohio 

J. J. FRANKS, Southern California 
Edison Co., Los Angeles, Calif. 

C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

R. D. HALL, Central Hudson Gas & 
Electric Co., Poughkeepsie, N. Y. 

R. E. HARBAUGH, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

T. W. KOENIG, Jersey Central Power 
& Light Co., Asbury Park, N. J. 

C. MARCHYSHYN, West Penn Power 
Co., Greensburg, Pa. 

E. C. NIERODE, Wisconsin Power and 
Light Co., Madison, Wis. 

C. T. PARK, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

A. S. RECK, Union Electric Co., St. 
Louis, Mo. 

J. F. SAUNDERS, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
R. E. SkocGc, Wisconsin Electric 

Power Co., Milwaukee, Wis. 

DEXTER STONER, Pacific Gas and 
Electric Co., San Francisco, Calif. 

G. W. VOGLER, Atlantic City Electric 
Co., Pleasantville, N. J. 


S. C. WARWICK, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

L. M. WEHR, Pennsylvania Power « 
Light Co., Allentown, Pa. 


Internal Auditing Committee 


Chairman, T. P. O’CONNOR, JR., Bos- 
ton Co., Boston, Mass. 


Vice Chairman, R. A. JEREMIAH, 
Long Island Lighting Co., Mineola, 
N. Y. 

K. S. ANDERSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

D. F. AuGusT, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. W. BARNES, Oklahoma Gas and 

Electric Co., Oklahoma City, Okla. 

J. M. BOYER, Ohio Edison Co., Akron, 
Ohio 

R. W. BriccGs, Virginia Electric and 
Power Co., Richmond, Va. 

M. A. CoccHIOLA, Duquesne Light 
Co., Pittsburgh, Pa. 

R. P. COLTON, Portland General Elec- 
tric Co., Portland, Ore. 

J. P. COOKE, Carolina Power & Light 
Co., Raleigh, N. C. 

T. G. DEBERRY, Monongahela Power 
Co., Fairmont, W. Va. 

). DECKER, Philadelphia Electric 
Co., Philadelphia, Pa. 

H. C. ENAS, Texas Electric Service 
Co., Fort Worth, Texas 

A. J. GREGORY, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. K. Harris, Florida Power Corp., 
St. Petersburg, Fla. 

A. B. IVERSON, Minnesota Power & 
Light Co., Duluth, Minn. 

H. J. JOHNSON, Public Service Co. 
of Colorado, Denver, Colo. 

L. E. KISSGEN, New Orleans Public 
Service Inc., New Orleans, La. 

C. K. LARSON, Northern States Pow- 
er Co., Minneapolis, Minn. 

G. A. LEE, Potomac Electric Power 
Co., Washington, D. C. 

G. L. McELRoy, JR., Union Electric 
Co., St. Louis, Mo. 

C. G. MITCHELL, JR., Southern Serv- 
ices, Inc., Birmingham, Ala. 

P. H. Murpocu, Southern California 
Edison Co., Los Angeles, Calif. 

C. J. NICHOLS, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. C. PETERSON, Orange and Rock- 
land Utilities, Inc., Boston, Mass. 

PAUL RENZ, The Dayton Power and 
Light Co., Dayton, Ohio 
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R. A. SOUTHARD, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

{. R. SYMEs, The Detroit Edison 
Co., Detroit, Mich. 

D. P. TAYLOR, West Penn Power Co., 
Greensburg, Pa. 

<. O. TREXLER, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

:. F. VANDERSLICE, Pennsylvania 
Power & Light Co., Allentown, Pa. 


Methods and Procedures 
Committee 


Chairman, A. B. WILSON, Georgia 
Power Co., Atlanta, Ga. 


Vice Chairman, P. R. HANSEN, The 
Toledo Edison Co., Toledo, Ohio 
T. E. AUSTER, Public Service Co. cof 
Oklahoma, Tulsa, Okla. 

F. F. BEISEL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

C. E. BRocKWAY, Potomac Electric 
Power Co., Washington, D. C. 

J. G. CADBY, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

J. M. EMERY, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

BIRON GANSER, Philadelphia Electric 
Co., Philadelphia, Pa. 


C. R. GIBBONS, Pennsylvania Electric 
Co., Johnstown, Pa. 

M. J. HORNSBY, Virginia Electric 
and Power Co., Richmond, Va. 

A. H. KERN, Alabama Power Co., 
Birmingham, Ala. 

F. J. MCNULTY, Boston Edison Co., 
Boston, Mass. 

T. V. Morrow, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

R. J. OFFTERMATT, The Cleveland 
Electric Illuminating Co., Cleve- 
land, Ohio 

A. J. PANSINI, Long Island Lighting 
Co., Mineola, N. Y. 

R. R. PEREYRA, Atlantic City Electric 
Co., Atlantic City, N. J. 

P. B. SHARROTT, Southern California 
Edison Co., Los Angeles, Calif. 

R. G. SINN, The Detroit Edison Co., 
Detroit, Mich. 

E. L. SMITH, The Hartford Electric 
Light Co., Hartford, Conn. 


Uniform System of Accounts 
Committee 


Chairman, W. T. SPERRY, Public 
Service Electric and Gas Co., 
Newark, N. J. 


J. B. BERG, American Electric Power 
Service Corp., New York, N. Y. 
W. H. EICHHORN, Pennsylvania Pow- 
er & Light Co., Allentown, Pa. 

R. C. ETHERIDGE, Virginia Electric 
and Power Co., Richmond, Va. 

D. W. FABER, Wisconsin Public Serv- 
ice Corp., Milwaukee, Wis. 

E. H. HEGMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

T. J. JOHNSON, JR., Ebasco Services, 
Inc., New York, N. Y. 

P. R. LAWSON, Pennsylvania Electric 
Co., Johnstown, Pa. 

E. R. PETERSON, Southern California 
Edison Co., Los Angeles, Calif. 

R. J. PLOURDE, The Detroit Edison 
Co., Detroit, Mich. 

R. W. PorTER, Stone & Webster Serv- 
ice Corp., New York, N. Y. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

S. N. SPRING, Consumers Power Co., 
Jackson, Mich. 

EMANUEL TODER, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y. 


Engineering and Operating Division Committees 


ENGINEERING AND OPERATING 
DIVISION EXECUTIVE 
COMMITTEE 


Chairman, G. V. WILLIAMSON, Union 
Electric Co., St. Louis, Mo. 


Secretary, H. E. KENT, Edison Elec- 
tric Institute, New York, N. Y. 

L. W. CADWALLADER, Potomac Elec- 
tric Power Co., Washington, D. C. 

MILES CARY, Virginia Electric and 
Power Co., Richmond, Va. 

W. L. CHADWICK, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

L. E. Cook, Texas Power & Light 
Co., Dallas, Texas 

C. L. DERRICK, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

E. F. DISSMEYER, Ohio Edison Co., 
Akron, Ohio 

EK. C. Durry, Long Island Lighting 
Co., Mineola, N. Y. 
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S. N. FIALA, American Electric Pow- 
er Service Corp., New York, N. Y. 

C. W. FRANKLIN, Consolidated Edi- 
son Co., of New York, Inc., New 
York, N.Y. 

LOFTIN JOHNSON, Florida Power & 
Light Co., Miami, Fla. 

C. M. LYTLE, Kansas City Power & 
Light Co., Kansas City, Mo. 

R. E. PIERCE, Ebasco Services, Inc., 
New York, N. Y. 

G. A. PORTER, The Detroit Edison 
Co., Detroit, Mich. 

M. H. PRATT, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

F. E. SANFORD, Commonwealth Serv- 
ices, Inc., Jackson, Mich. 

E. H. SNYDER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

T. W. TRICE, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 


ELECTRICAL SYSTEM AND 
EQUIPMENT COMMITTEE 


Chairman, V. J. HAYES, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 

Vice Chairman, K. L. WHEELER, The 
Cleveland Electric Illuminating 
Co., Cleveland, Ohio 

Secretary, J. P. MARKEY, Edison 
Electric Institute, New York, N. Y. 

C. T. ABBOTT, NEGEA Service Corp., 
Cambridge, Mass. 

P. A. ALTENDORF, Texas Electric 
Service Co., Fort Worth, Texas 

D. W. ANGLAND, Northern States 
Power Co., Minneapolis, Minn. 

C. E. Aspury, Commonwealth Serv- 
ices, Inc., Jackson, Mich. 

J. W. ASMANN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 








HARRIS BARBER, New England Elec- 
tric System, Boston, Mass. 

H. C. BARNES, American Electric 
Power Service Corp., New York, 
N. Y. 

F. J. BERGER, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. W. BEYER, Duke Power Co., Char- 
lotte, N. C. 

R. C. BIRKES, Pacific Power & Light 
Co., Portland, Ore. 

HAROLD BOEHMER, Utah Power & 
Light Co., Salt Lake City, Utah 
C. A. Bouz, Central Hudson Gas & 

Electric Corp., Poughkeepsie, N. Y. 

J. F. BRACKEN, Commonwealth Edi- 
son Co., Maywood, Iil. 

J. R. BRIcE, Tampa Electric Co., 
Tampa, Fla. 

J. S. Brown, Duquesne Light Co., 
Pittsburgh, Pa. 

O. K. Brown, Niagara Mohawk Pow- 
er Corp., Buffalo, N. Y. 

IF. W. Buck, The United Illuminating 
Co., New Haven, Conn. 

W. C. BuscH, Central Illinois Electric 
and Gas Co., Rockford, Ill. 

FRED CAMPBELL, Columbus and South- 
ern Oh’o Electric Co., Columbus, 
Ohio 

A. E. CAVAGNARO, The Cincinnati 
Gas & Electric Co., Cincinnati, 
Ohio 

L. K. DEL?HOMME, Houston Ligh‘ing 
& Power Co., Houston, Texas 

W. G. DEMPLER, Duquesne Light Co., 
Pittsburgh, Pa. 

E. F. DETuRK, Long Island Lighting 
Co., Hicksville, N. Y. 

J. M Dyer, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

J. J. EGAN, Boston Edison Co., Dor- 
chester, Mass. 

H. C. EISLER, The Dayton Power and 
Light Co., Dayton, Ohio 

L. L. ELEY, JR., Virginia Electric and 
Power Co., Richmond, Va. 

A. C. FAGERLUND, Consumers Power 
Co., Jackson, Mich. 

F. J. FAVALORO, New Orleans Public 
Service, Inc., New Orleans, La. 

F. J. FICADENTI, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

W. B. Fisk, Consolidated Edison Co. 
of New York, Inc., New York, 
N. Y. 

A. P. FUGILL, The Detroit Edison Co., 
Detroit, Mich. 

K. S. GARRETT, Philadelphia Electric 
Co., Philadelphia, Pa. 
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H. J. GENTHNER, Rochester Gas and 
Electric Corp., Rochester, N.-Y. 

L. J. GILL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

W. J. GOOGE, Southwestern Electric 
Power Co., Shreveport, La. 

J. W. GORE, JR., Baltimore Gas and 
Electric Co., Baltimore, Md. 

R. M. GROGAN, Long Island Lighting 
Co., Hicksville, N. Y. 

J. R. GRONQUIST, Monongahela Power 
Co., Fairmont, W. Va. 

E. S. HALL, Kansas Gas and Electric 
Co., Wichita, Kan. 

F. G. HAMNER, Southern Services, 
Inc., Birmingham, Ala. 

C. H. HOFFMAN, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
PAUL HOLTZ, Pennsylvania Power & 

Light Co., Allentown, Pa. 

S. C. Hoover, Ohio Edison Co., 
Akron, Ohio 

D. F. HUGHES, Potomac Electric 
Power Co., Washington, D. C. 

L. M. IsoM, Public Service Co. of In- 
diana, Inc., Plainfield, Ind. 

W. R. JOHNSON, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

A. O. KEMPPAINEN, Northern States 
Power Co., Minneapolis, Minn. 

P. W. KIESLING, Public Service Co. 
of Colorado, Denver, Colo. 

J. H. KINGHORN, American Electric 
Power Service Corp., New York, 
N. Y. 

I. T. KNIGHT, Kansas City Power & 
Light Co., Kansas City, Mo. 

A. A. KRONEBERG, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

R. A. LAMLEY, Consumers Power Co., 

Jackson, Mich. 

M. McREYNOLDs, Houston Light- 

ing & Power Co., Houston, Texas 

R. G. MEYERAND, Union Electric Co., 
St. Louis, Mo. 

E. L. MICHELSON, Commonwealth 
Edison-Co., Chicago, Ill. 

T. O. MILLARD, Pioneer Service & 
Engineering Co., Chicago, Ill. 

‘. R. MILLER, The Toledo Edison Co., 
Toledo, Ohio 

R. B. MILLER, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

M. G. MosEs, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

T. J. NAGEL, American Electric Pow- 
er Service Corp., New York, N. Y. 

R. E. NEIDIG, Metropolitan Edison 
Co., Reading, Pa. 


— 


Le 3 


E. J. NELSON, Rochester Gas an 
Electric Corp., Rochester, N. Y. 
A. J. NICHOLSON, Kansas City Powe) 

& Light Co., Kansas City, Mo. 

W. W. OCHSNER, Public Service Co 
of Oklahoma, Tulsa, Okla. 

K. L. PARTRIDGE, The Hartford Elec 
tric Light Co., Hartford, Conn. 
R. R. PEATFIELD, Stone & Webstei 
Engineering Corp., Boston, Mass. 
R. M. PENNYPACKER, Philadelphia 

Electric Co., Philadelphia, Pa. 

A. F. PHILLIPS, Duquesne Light Co., 
Pittsburgh, Pa. 

A. H. PHILLIPS, Gilbert Associates, 
Inc., Reading, Pa. 

D. G. RAYMER, Central Illinois Pub- 
lic Service Co., Springfield, Ill. 

K. N. REARDON, West Penn Power 
Co., Greensburg, Pa. 

T. D. REIMERS, Consolidated Edison 
Co. of New York, Inc., New York, 
N. ¥. 

G. L. RHODES, New Orleans Public 
Service Inc., New Orleans, La. 

J. B. Ropuck, Texas Power & Light 
Co., Dallas, Texas 

H. F. ROEMPKE, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

E. A. ROTHFUSS, Ohio Edison Co., 
Akron, Ohio 

F. J. SCHNEIDER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

F. J. SHERMAN, Boston Edison Co., 
Boston, Mass. 

R. W. SHERWOOD, Gulf States Utili- 
ties Co., Beaumont, Texas 

W. E. SLEMMER, Ebasco Services, 
Inc., New York, N. Y. 

1. E. SMITH, The Toledo Edison Co., 
Toledo, Ohio 

S. B. SMITH, Ebasco Services, Inc., 
New York, N. Y. 

XK. O. STEN, Boston Edison Co., Dor- 
chester, Mass. 

H. E. STITES, Central Illinois Public 
Service Co., Springfield, Il. 

N. C. Storck, Wisconsin Electric 

Power Co., Milwaukee, Wis. 

. R. STOVER, New York State Elec- 
tric & Gas Corp., Binghamton, 
Ni... Xe 
E. R. STREED, Delaware Power & 

Light Co., Wilmington, Del. 

R. F. STUART, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

D. W. TAYLOR, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

J. J. TESAR, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
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>. E. THORNTON, Cklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

{. W. TIETZE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
H. VIVIAN, Southern California 
Edison Co., Los Angeles, Calif. 

J. WACHTER, Northern States 
Power Co., Minneapolis, Minn. 

». R. WaGsTAFF, United Engineers & 
Constructors, Inc., Philadelphia, 
Pa, 

2. F. WALKER, Public Service Co. 
of Colorado, Denver, Colo. 

I. R. WALLIN, Union Electric Co., 
St. Louis, Mo. 

O. L. WALLIS, The Potomac Edison 
Co., Hagerstown, Md. 

R. D. WELCH, Tampa Electric Co., 
Tampa, Fla. 

t. W. WERTs, Metropolitan Edison 
Co., Reading, Pa. 

S. R. WoopdzELL, Potomac Electric 
Power Co., Washington, D. C. 

J. Q. WRAY, JR., Duke Power Co., 
Charlotte, N. C. 


HYDRAULIC POWER 
COMMITTEE 


Chairman, R. A. LANE, Philadelphia 
Electric Co., Philadelphia, Pa. 
Vice Chairman, T. J. CORWIN, Pacific 
Gas and Electric Co., San Fran- 

cisco, Calif. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 

A. E. ALSPAUGH, Pacific Power & 
Light Co., Portland, Ore. 

R. M. BALL, The Montana Power Co., 
Butte, Mont. 

H. H. BLOOMFIELD, JR., New England 
Electric System, Boston, Mass. 

L. B. CARD, Public Service Co. of 
Colorado, Denver, Colo. 

H. R. DANIELS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. B. DOUGHERTY, Southern Services, 
Inc., Birmingham, Ala. 

W. E. EHRENSPERGER, Georgia Power 
Co., Atlanta, Ga. 

H. K. FAIRBANKS, Ebasco Services 
Inc., New York, N. Y. 

R. E. FULREADER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
R. E. GALE, Idaho Power Co., Boise, 

Idaho 
O. L. Hooper, Stone & Webster En- 
gineering Corp., Boston, Mass. 


J. L. HYLAND, Western Massachusetts 


Electric Co., West Springfield, 
Mass. 
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J. H. KIME, Southern California Edi- 
son Co., Los Angeles, Calif. 

W. S. LEE, Duke Power Co., Char- 
lotte, N. C. 

P. M. LEFEVER, The Susquehanna 
Electric Co., Conowingo, Md. 

R. D. LEY, Metropolitan Edison Co., 
Reading, Pa. 

R. P. MORTELL, Puget Sound Power 
& Light Co., Bellevue, Wash. 

C. R. PARRISH, West Penn Power 
Co., Greensburg, Pa. 

J. R. SLACK, Virginia Electric and 
Power Co., Richmond, Va. 

K. O. STRENGE, The Washington 
Water Power Co., Spokane, Wash. 

E. B. STROWGER, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

R. VAN VLIET, Pennsylvania Power & 
Light Co., Allentown, Pa. 

G. J. VENCILL, Union Electric Co., 
St. Louis, Mo. 

D. J. WATKINS, Utah Power & Light 
Co., Salt Lake City, Utah 

P. H. YELTON, California Electric 
Power Co., San Bernardino, Calif. 


METER AND SERVICE 
COMMITTEE 


Chairman, J. E. BURNEY, Alabama 
Power Co., Birmingham, Ala. 

Vice Chairman, F. W. SULLIVAN, Ro- 
chester Gas and Electric Co., Ro- 
chester, N. Y. 

Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 

D. C. ARMBRUSTER, New York State 
Electric & Gas Corp., Binghamton, 
NY: 

V. P. ARMouR, Dallas Power & Light 
Co., Dallas, Texas 

G. F. AUSTIN, Public Service Co. of 
New Hampshire, Manchester, N.H. 

R. W. BANKS, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

. L. BARTHOLOMEW, Pacific Gas and 
Electric Co., San Francisco, Calif. 

L. J. BECKWITH, Wisconsin Electric 
Power Co., Milwaukee, Wis. 


— 


F. A. BELL, Mississippi Power & 
Light Co., Jackson, Miss. 

. B. BOWEN, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 

. A. BROUILLARD, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

G. S. CANNON, Gulf States Utilities 

Co., Beaumont, Texas 


ae 


— 


J. F. Cook, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. E. DANES, Jersey Central Power 
& Light Co., Asbury Park, N. J. 
S. J. DELucA, Delaware Power & 

Light Co., Wilmington, Del. 

J. M. DUDENHEFER, JR., New Orleans 
Public Service, Inc., New Orleans, 
La. 

H. J. DUNSHEE, JR., Kansas City 
Power & Light Co., Kansas City, 
Mo. 

J. W. DYE, Long Island Lighting Co., 
Hicksville, N. Y. 

W. H. FARRINGTON, Texas Electric 
Service Co., Fort Worth, Texas 
J. P. FAUNCE, Atlantic City Electric 

Co., Atlantic City, N. J. 

K. S. FIELD, Ebasco Services, Inc., 
New York, N. Y. 

T. M. FouLk, Public Service Co. of 
Colorado, Denver, Colo. 

W. L. GREGORY, American Electric 
Power Service Corp., New York, 
N.Y. 

P. W. HALE, Consolidated Edison Co. 
of New York, Inc., New York, 
a 

F. L. J. HAMMERLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

W. C. HARRISON, Virginia Electric 
and Power Co., Richmond, Va. 

E. B. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

A. D. IRION, Southern California Edi- 
son Co., Alhambra, Calif. 

E. L. KELLER, Duquesne Light Co., 
Pittsburgh, Pa. 

A. L. KING, The Toledo Edison Co., 
Toledo, Ohio 

H. H. KocuH, Ohio Edison Co., Akron, 
Ohio 

C. E. LANCASTER, Georgia Power Co., 
Atlanta, Ga. 

J. B. LEwis, The Connecticut Light 
& Power Co., Berlin, Conn. 

W. D. LINDSAY, West Penn Power 
Co., Connellsville, Pa. 

J.S. LINEBACK, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

’, E. LOBECK, Northern States Power 

Co., Minneapolis, Minn. 
. J. MCFAPDEN, Pennsylvania Power 
& Light Co., Hazleton, Pa. 

G. A. PALMER, New England Electric 

System, Boston, Mass. 


— 


— 


T. J. PEARSON, Boston Edison Co., 
Boston, Mass. 

W. J. PIPER, The Detroit Edison Co., 
Detroit, Mich. 
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A. W. RAUTH, Consumers Power Co., 
Jackson, Mich. 

G. B. M. ROBERTSON, Philadelphia 
Electric Co., Philadelphia, Pa. 

F. H. RoGers, Baltimore Gas and 
Electric Co., Baltimore, Md. 

J. P. Scott, Union Electric Co., St. 
Louis, Mo. 

A. F. SEDGWICK, The United Illum- 
inating Co., New Haven, Conn. 
C. P. STAHL, Wisconsin Power and 

Light Co., Madison, Wis. 

L. O. STEGER, Potomac Electric Power 
Co., Washington, D. C. 

C. H. SUMMERS, Florida Power & 
Light Co., Miami, Fla. 

F. L. SUTTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

R. B. SWALLOW, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
H. J. TALKEN, Central Illinois Public 

Service Co., Springfield, Il. 

S. B. VAUGHN, Florida Power Corp., 
St. Petersburg, Fla. 

P. H. WEYANDT, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

L. B. WHEATON, Columbus and 
Southern Ohio Electric Co., Colum- 
bus, Ohio 

A. N. WILDER, Tampa Electric Co., 
Tampa, Fla. 

E. L. Woop, Central Maine Power 
Co., Augusta, Maine 


PRIME MOVERS COMMITTEE 


Chairman, R. A. BAKER, Public Serv- 
ice Electric and Gas Co., Newark, 
N. J. 

Vice Chairman, C. B. VANCE, Indian- 
apolis Power & Light Co., In- 
dianapolis, Ind. 

L. M. ABRAHAMSON, Wisconsin Pow- 
er and Light Co., Madison, Wis. 
M. C. ABRAHM, New Orleans Public 
Service, Inc., New Orleans, La. 

R. S. ALBRIGHT, Georgia Power Co., 
Atlanta, Ga. 

W. F. ALLEN, JR., Stone & Webster 
Engineering Corp., Boston, Mass. 

C. E. ANDERSON, New England Elec- 
tric System, Boston, Mass. 

J. S. ANDERSON, Utah Power & Light 
Co., Salt Lake City, Utah 

T. L. AUSTIN, JR., Texas Power & 
Light Co., Dallas, Texas 

J. U. BALEY, Baltimore Gas and Elec- 
tric Co., Baltimore, Md. 

C. R. BARTHELEMY, Pioneer Service 
& Engineering Co., Chicago, Ill. 


W. C. BEATTIE, Consolidated Edison 
Co. of New York, Inc., New York, 
Ne ¥: 

M. F. BEEBE, The United Illuminating 
Co., New Haven, Conn. 

G. W. BIcE, American Electric Power 
Service Corp., New York, N. Y. 
C. D. BirRGET, Commonwealth Serv- 

ices, Inc., Jackson, Mich. 

J. W. BLAKE, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

A. O. BLATTER, Union Electric Co., 
St. Louis, Mo. 

C. E. BRACKETT, Southern Electric 
Generating Co., Wilsonville, Ala. 
J. K. BRYAN, Union Electric Co., 

St. Louis, Mo. 

H. T. BrRYANS, Philadelphia Electric 
Co., Philadelphia, Pa. 

W. J. Burns, Long Island Lighting 
Co., Hicksville, N. Y. 

L. J. COOLEY, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

M. D. DAWSON, Union Electric Co., 
St. Louis, Mo. 

G. L. DIBBLE, South Carolina Electric 
& Gas Co., Columbia, S. C. 

R. W. DoDsoNn, Southwestern Electric 
Power Co., Shreveport, La. 

J. H. DRAKE, Southern California 
Edison Co., Los Angeles, Calif. 

J. M. DRISCOLL, Consolidated Edison 
Co. of New York, Inc., New York, 
N.Y. 

L. R. ELSE, Northern States Power 
Co., Minneapolis, Minn. 

M. D. ENGLE, Pennsylvania Power & 
Light Co., Allentown, Pa. 

V. F. Estcourt, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

M. J. FELDMANN, Boston Edison Co., 
Boston, Mass. 

N. R. FITCH, Northern States Power 
Co., Minneapolis, Minn. 

C. W. GEUE, Texas Electric Service 
Co., Fort Worth, Texas 

M. A. GILES, Pennsylvania Power Co., 
New Castle, Pa. 

W. G. GODFREY, Niagara Mohawk 
Power Corp., Buffalo, N. Y. 

G. H. Gowby, NEGEA Service Corp., 
Cambridge, Mass. 

PAUL GRAVELLE, The Toledo Edison 
Co., Toledo, Ohio 

W. GREACEN, Ill, New York State 
Electric & Gas Corp., Binghamton, 
Se 

J. W. GroziIER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

R. L. HALLMAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 


H. M. HAMMOND, The Potomac Eci- 
son Co., Hagerstown, Md. 

P. H. HARTUNG, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
M. C. HEFFELMAN, Public Service 

Co. of New Mexico, Albuquerque, 

E. B. HEISE, Northern Indiana Pub- 
lic Service Co., Michigan City, Ind. 

H. G. Hiebeler, Houston Lighting & 
Power Co., Houston, Texas 

R. M. HOMAN, Gilbert Associates, 
Inc., Reading, Pa. 

T. M. HoTcHKIss, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

H. L. JOHNSON, Kentucky Utilities 
Co., Lexington, Ky. 

C. F. JONES, Duquesne Light Co., 
Pittsburgh, Pa. 

A. T. JORGENSEN, Long Island Light- 
ing Co., Hicksville, N. Y. 

J. A. KEENE, Alabama Power Co., 
Birmingham, Ala. 

A. E. KIRSCHNER, New England Elec- 
tric System, Boston, Mass. 

J. G. KOOPMAN, Electric Energy, Inc., 
Joppa, Il. 

E. H. KRIEG, Stone & Webster Engi- 
neering Corp., New York, N. Y. 
J. N. LANDIS, Bechtel Corp., San 

Francisco, Calif. 

J. A. LIND, Niagara Mohawk Power 
Corp., Buffalo, N. Y. 

E. A. LopDGE, Arizona Public Service 
Co., Phoenix, Ariz. 

C. P. LuGrin, American Electric 
Power Service Corp., New York, 
N.Y. 

F. F. MAuTZ, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

R. H. MCCUMBER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
J. A. MCLENNAN, Southern Services, 

Inc., Birmingham, Ala. 

D. T. MCPHEE, Kansas City Power 
& Light Co., Kansas City, Mo. 

D. N. MERRILL, Public Service Co. of 
New Hampshire, Concord, N. H. 
J. W. MIKELS, Ohio Edison Co., 

Akron, Ohio 

C. A. MILLER, Central Illinois Public 
Service Co., Springfield, Il. 

J. G. MILLER, Metropolitan Edison 
Co., Reading, Pa. 

STANLEY Moyer, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

L. K. MuNpDTH, Arizona Public Serv- 
ice Co., Phoenix, Ariz. 
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A. Mycorr, West Penn Power Co., 
Greensburg, Pa. 

F. NELSON, Wisconsin Public 
Service Corp., Green Bay, Wis. 
E. NICOSON, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 
J. ORMSTON, Florida Power Corp., 
St. Petersburg, Fla. 

F. PARCELS, Delaware Power & 
Light Co., Wilmington, Del. 

. M. PARRISH, Duquesne Light Co., 
Pittsburgh, Pa. 

_C. PASINI, The Detroit Edison Co., 
Detroit, Mich. 

Hi. J. PETERSEN, United Engineers & 
Constructors, Inc., Philadelphia, 
Pa; 

E£. D. POWELL, Duke Power Co., Char- 
lotte, N. C. 

J. W. PURSSELL, Boston Edison Co., 
Boston, Mass. 

_ A. REICH, Gulf States Utilities Co., 
Beaumont, Texas 

C. E. RICHARDS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

. D. RISTROPH, Virginia Electric and 
Power Co., Richmond, Va. 

KF. A. RITCHINGS, Ebasco Services, 
Inc., New York, N. Y. 

W. J. ROBINSON, Potomac Electric 
Power Co., Washington, D. C. 

R. M. SCHAHFER, Northern Indiana 
Public Service Co., Hammond, Ind. 

H. C. SCHROEDER, Sargent & Lundy, 
Chicago, IIl. 

R. M. SEAGO, New Orleans Public 
Service Inc., New Orleans, La. 
HAROLD SMITH, El Paso Electric Co., 

El Paso, Texas 

J. C. SONNTAG, The Hartford Elec- 
tric Light Co., Hartford, Conn. 

E. D. St. JOHN, Kansas Gas and 
Electric Co., Wichita, Kan. 

J. A. STEWART, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

M. C. STIFF, Consumers Power Co., 
Jackson, Mich. 

V. L. STONE, Commonwealth Edison 
Co., Chicago, II. 

F. H. STREIT, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

S. M. SWANSON, Iowa Public Service 
Co., Sioux City, Iowa 

R. §S. TALTON, Carolina Power & 
Light Co., Raleigh, N. C. 

J. B. TAYLOR, Atlantic City Electric 
Co., Atlantic City, N. J. 


— 


OCTOBER, 1961 


J. R. TAYLOR, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

A. C. THIES, Duke Power Co., Char- 
lotte, N. C. 

T. O. THOMPSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

A. P. VAIL, Public Service Co. of 
Colorado, Denver, Colo. 

W. D. VANGILSE, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
E. S. VAN NOSTRAND, Allegheny Pow- 
er System, Inc., New York, N. Y. 
H. L. WALKER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 

MN. © 

W. H. WEISE, Iowa-Illinois Gas and 
Electric Co., Davenport, Iowa 

C. E. WIEGERT, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 

H. L. WILLIAMS, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. D. WILLIAMSON, The Dayton Pow- 
er and Light Co., Dayton, Ohio 

W. L. WINGERT, The Detroit Edison 
Co., Detroit, Mich. 

A. W. WorFForD, The Connecticut 
Light & Power Co., Berlin, Conn. 

W. A. ZITLAU, San Diego Gas & Elec- 
tric Co., San Diego, Calif. 


TRANSMISSION AND 
DISTRIBUTION COMMITTEE 


Chairman, T. C. DUNCAN, Consoli- 
dated Edison Co. of New York, 
Inc., New York, N. Y. 

Vice Cha‘rman, C. E. BATHE, Okla- 
homa Gas and Electric Co., Okla- 
homa City, Okla. 

Secretary, C. K. POARCH, Edison 
Electric Institute, New York, N. Y. 

R. G. ATKINSON, Public Service Co. 
of Colorado, Denver, Colo. 

E. T. AUGUSTINE, Western Massa- 
chusetts Electric Co., West Spring- 
field, Mass. 

R. B. BAILEY, Southern Services, Inc., 
Birmingham, Ala. 

W. H. BEARCE, Central Maine Power 
Co., Augusta, Maine 

V. O. BERNTHAL, Commonwealth Edi- 
son Co., Maywood, Ih 

T. A. BETTERSWORTH, Pacific Gas and 
Electric Co., San Francisco, Calif. 

H. H. BROOKSIEKER, The Cleveland 
Electric Illuminating Co., Cleve- 
land, Ohio 


R. P. BROTZMAN, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

H. A. Brown, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
DAVID BURNS, The Detroit Edison 

Co., Detroit, Mich. 

E. N. CLARK, Pioneer Service & En- 
gineering Co., Chicago, IIl. 

T. N. CoFER, Central Illinois Public 
Service Co., Springfield, II. 

G. R. COFFMAN, Texas Power & 
Light Co., Dallas, Texas 

J. B. COLTHARP, Gulf States Utilities 
Co., Beaumont, Texas 

TERRILL COONS, Potomac Electric 
Power Co., Washington, D. C. 

E. T. COUPAL, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

A. B. CRAIG, Boston Edison Co., Bos- 
ton, Mass. 

W. M. CREITZ, Metropolitan Edison 
Co., Reading, Pa. 

R. C. DAFFRON, Virginia Electric and 
Power Co., Richmond, Va. 

H. W. DANNETTELL, JR., Potomac 
Electric Power Co., Washington, 
D. C. 

H. L. Davis, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

W.R. Doar, Carolina Power & Light 
Co., Raleigh, N. C. 

R. J. DREISBACH, Ohio Edison Co., 
Akron, Ohio 

V. I. EASTERDAY, Northern Indiana 
Public Service Co., Hammond, Ind. 

W. E. ENNs, Portland General Elec- 
tric Co., Portland, Ore. 

M. L. ERNST, The Detroit Edison Co., 
Detroit, Mich. 

G. A. EWALD, Public Service Electric 
and Gas Co., Newark, N. J. 

W. H. FERRIS, Wisconsin Power and 
Light Co., Madison, Wis. 

E. A. FISHER, Union Electric Co., St. 
Louis, Mo. 

C. E. FLAHIE, The Toledo Edison Co., 
Toledo, Ohio 

B. M. GALLAHER, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

M. W. GHEN, Duquesne Light Co., 
Pittsburgh, Pa. 

J. W. GODFREY, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

H. W. GRATE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

A. T. GREEN, Niagara Mohawk Pow- 
er Corp., Buffalo, N. Y. 

D. V. GREEN, The Connecticut Light 
& Power Co., Berlin, Conn. 





G. R. GUTHRIE, Indianapolis Power 
& Light Co., Indianapolis, Ind. 
H. A. HeEIM, Kansas City Power & 

Light Co., Kansas City, Mo. 

E. W. HEMPEL, Utah Power & Light 
Co., Salt Lake City, Utah 

J. F. HENNESSY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

H. F. HoeBEL, American Electric 
Power Service Corp., Canton, Ohio 

H. T. Horer, Public Service Co. of 
Colorado, Denver, Colo. 

CHASE HUTCHINSON, Ebasco Serv- 
ices, Inc., New York, N. Y. 

T. L. JARcHOW, Northern States 
Power Co., Minneapolis, Minn. 

M. C. JOHNSON, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 
W. H. JoHNSON, American Electric 
Power Service Corp., New York, 

WN: Y. 

F. G. JOSBERGER, Long Island Light- 
ing Co., Hicksville, N. Y. 

R. C. Jupp, Iowa-Illinois Gas and 
Electric Co., Davenport, lowa 

T. M. KEILLER, Houston Lighting & 
Power Co., Houston, Texas 

CHARLES KIEL, Long Island Lighting 
Co., Hicksville, N. Y. 

W. A. KLING, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

E. G. LAMBERT, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

E. L. LANCASTER, Louisiana Power & 
Light Co., New Orleans, La. 

F. H. LINSLEY, The Hartford Electric 
Light Co., Hartford, Conn. 

H. L. LivincoopD, New York State 
Electric & Gas Corp., Binghamton, 
N.Y. 

JORDAN LUMMIS, Southern California 
Edison Co., Los Angeles, Calif. 

P. L. LUMNITZER, Pennsylvania Elec- 
tric Co., Johnstown, Pa. 

C. R. MACHEN, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. MAcCVAuGH, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. E. MCKINSTER, Public Service Co. 
of Indiana, Inc., Plainfield, Ind. 

C. S. MCNEER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

H. R. McNutTT, JRr., West Penn Power 
Co., Greensburg, Pa. 

F. J. MEYER, Public Service Co. of 
Oklahoma, Tulsa, Okla. 

J. J. Misic, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

M. MONLEZUN, New Orleans Public 
Service, Inc., New Orleans, La. 


L. M. Moore, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

R. K. Moore, Pennsylvania Power & 
Light Co., Allentown, Pa. 

R. H. NEAL, The Dayton Power and 
Light Co., Dayton, Ohio 

‘. A. O’BRIEN, Stone & Webster En- 
gineering Corp., Boston, Mass. 

W.S. OXLEY, The Patchogue Electric 
Light Co., Patchogue, N. Y. 

R. E. RAYMOND, Florida Power Corp., 
St. Petersburg, Fla. 
H. R. RICHARDS, Central Illinois Elec- 
tric and Gas Co., Rockford, IIl. 
S. ROSENBACH, Duquesne Light Co., 
Pittsburgh, Pa. 

BERNARD RUDDICK, Kansas Gas and 
Electric Co., Wichita, Kan. 

H. J. SCHALCK, Gilbert Associates, 
Inc., Reading, Pa. 

C. H. SCHOFER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

S. M. SHARP, Southwestern Electric 
Power Co., Shreveport, La. 

O. L. SHORTER, Delaware Power & 
Light Co., Wilmington, Del. 

J. A. SIEGFRIED, Pennsylvania Power 
& Light Co., Allentown, Pa. 

C. J. SMITH, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

E. W. SOMERVILLE, The United Illu- 
minating Co., New Haven, Conn. 

T. E. STARRS, Public Service Electric 
and Gas Co., Newark, N. J. 

E. S. SUMMERS, Monongahela Power 
Co., Fairmont, W. Va. 

C. N. TEED, Idaho Power Co., Boise, 
Idaho 

D. E. THERRELL, New Orleans Pub- 
lic Service, Inc., New Orleans, La. 

A. S. TROWBRIDGE, New England 
Electric System, Boston, Mass. 
D. F. TULLOCH, Boston Edison Co., 
Boston, Mass. 
LESTER ULM, JR., 
Co., Tampa, Fla. 
C. E. WAITs, Consumers Power Co.. 
Jackson, Mich. 

R. L. WARE, Virginia Electric and 
Power Co., Richmond, Va. 

R. W. WATSON, Middle West Service 
Co., Chicago, Il. 

M. C. WESTRATE, Commonwealth 
Services, Inc., Jackson, Mich. 

W. C. WIDDOWFIELD, Niagara Mo- 
hawk Power Corp., Albany, N. Y. 

H. A. WIGGINS, Georgia Power Co., 
Atlanta, Ga. 

H. K. WILLIAMS, The Hartford Elec- 
tric Light Co., Hartford, Conn. 


rj 


Tampa Electric 


R. M. WILSON, Atlantic City Electric 
Co., Atlantic City, N. J. 

C. C. WoLF, The Potomac Edison Co., 
Hagerstown, Md. 

L. P. Works, Wisconsin Public Servy- 
ice Corp., Green Bay, Wis. 

R. C. YOUNGDAHL, Consumers Power 
Co., Jackson, Mich. 


TRANSPORTATION 
COMMITTEE 


Chairman, K. G. SCANTLING, Du- 
quesne Light Co., Pittsburgh, Pa. 
Vice Chairman, E. E. ELDRIDGE, Bos- 

ton Edison Co., Boston, Mass. 

H. L. ALLEN, Florida Power & Light 
Co., Miami, Fla. 

M. C. ALVES, Union Electric Co., St. 
Louis, Mo. 

H. E. BUTLER, Monongahela Power 
Co., Fairmont, W. Va. 

C. T. CLARK, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

L. S. Cox, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

R. M. CREGAR, Public Service Electric 
and Gas Co., Newark, N. J. 

C. C. CROCKETT, Louisiana Power & 
Light Co., New Orleans, La. 

J. A. DODGE, Potomac Electric Power 
Co., Washington, D. C. 

LINN EDSALL, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. L. FRANKLIN, Arizona 
Service Co., Phoenix, Ariz. 

C. G. GALLUP, Consumers Power Co., 
Jackson, Mich. 

K. F. KALSow, Commonwealth Serv- 
ices, Inc., Jackson, Mich. 

D. K. MADISON, San Diego Gas & 
Electric Co., San Diego, Calif. 

E. V. McAsseEy, Consolidated Edison 
Co. of New York, Inc., New York, 
Ys 

F. J. MICHEL, New York State Elec- 
tric & Gas Corp., Binghamton, 
N. Y. 

J. W. Mooney, Texas Power & Light 
Co., Dallas, Texas 

F. E. RAGLIN, Public Service Co. of 
Colorado, Denver, Colo. 

W. A. Ricc, Northern States Power 
Co., Minneapolis, Minn. 
LEO SALAKIN, The Detroit 

Co., Detroit, Mich. 

H. M. Serviss, Long Island Lighting 
Co., Hicksville, N. Y. 

F. N. SINGER, American Electric 
Power Service Corp., New York, 
a 2. 
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W. B. STREITLE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
\. W. WAGNER, Pennsylvania Power 

& Light Co., Allentown, Pa. 


F. F. WASSER, South Carolina Elec- 


tric & Gas Co., Columbia, S. C. 


J. L. WELLS, Alabama Power Co., 


Birmingham, Ala. 


RANDOLPH WHITFIELD, Georgia Pow- 


er Co., Atlanta, Ga. 
C. W. Woops, West Penn Power Co., 
Connellsville, Pa. 


General Division Committees 


GENERAL DIVISION 
EXECUTIVE COMMITTEE 


Chairman, C. B. DELAFIELD, Consoli- 
dated Edison Co. of New York, 
Inc., New York, N. Y. 


f=. W. DOEBLER, Long Island Lighting 
Co., Mineola, N. Y. 

E. KOHLHEPP, Jersey Central 
Power & Light Co., Morristown, 
N. J. 

W. F. TAIT, JR., Public Service Elec- 
tric and Gas Co., Newark, N. J. 

H. P. TAYLOR, Wisconsin Public Serv- 
ice Corp., Milwaukee, Wis. 


ACCIDENT PREVENTION 
COMMITTEE 


Chairman, S. H. YOUNG, The Hart- 
ford Electric Light Co., Hartford, 
Conn. 


Vice Chairman, H. E. HATFIELD, 
Georgia Power Co., Atlanta, Ga. 
Secretary, A. T. HIGGINS, Edison 
Electric Institute, New York, N. Y. 

J. Y. ANDREWS, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

PETER BARRY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

Y. A. BEALL, Savannah Electric and 
Power Co., Savannah, Ga. 

M. J. BENDEKOVIC, Public Service Co. 
of Colorado, Denver, Colo. 

A. L. BENTON, JR., Mississippi Power 
& Light Co., Jackson, Miss. 

R. R. BLANTZ, Portland General Elec- 
tric Co., Portland, Ore. 
ADRIAN BJORKLUND, The United Illu- 
minating Co., New Haven, Conn. 
C. L. BORDEN, Kansas City Power & 
Light Co., Kansas City, Mo. 

W. C. BREMNER, Commonwealth Edi- 
son Co., Chicago, Ill. 

J. T. CALLAHAN, Delaware Power & 
Light Co., Wilmington, Del. 

R. T. CARTON, Iowa-Illinois Gas and 
Electric Co.,, Davenport, Iowa 

P. M. CARTWRIGHT, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 

C. R. CHAPIN, Long Island Lighting 
Co., Hicksville, N. Y. 
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E. M. CHASE, Central Vermont Public 
Service Corp., Rutland, Vt. 

R. M. CLARK, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. H. COLEMAN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

W. D. COLLINS, Fitchburg Gas and 
Electric Light Co., Boston, Mass. 
M. L. CONNER, The Toledo Edison 

Co., Toledo, Ohio 

R. L. COOPER, The Hawaiian Electric 
Co., Ltd., Honolulu, Hawaii 

C. A. Coutts, Northern States Power 
Co., Minneapolis, Minn. 

H. J. Crisick, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
J. C. CUNNINGHAM, Indianapolis 
Power & Light Co., Indianapolis, 

Ind. 

JACK DAvis, Tampa Electric Co., 
Tampa, Fla. 

R. E. DEAN, Gulf Power Co., Pen- 
sacola Fla. 

M. A. DICKINSON, Southwestern E!<c- 
tric Power Co., Shreveport, La. 
I. R. DoHrR, Consumers Power Cu., 

Jackson, Mich. 

F. Y. DRuM, Duke Power Co., Char- 
lotte, N. C. 

ERROLL DUNBAR, Potomac Electric 
Power Co., Washington, D. C. 

W. J. EASTON, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

G. W. ELG, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. D. EMERY, West Penn Power Co., 
Greensburg, Pa. 

MARK FLAD, The Dayton Power and 
Light Co., Dayton, Ohio 

R. J. Fox, Philadelphia Electric Co., 

Philadelphia, Pa. 

. W. GRONBECK, New England Elec- 

tric System, Boston, Mass. 

C. C. HAGGARD, Pacific Power & Light 
Co., Medford, Ore. »* 

C. E. HAMMON, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

J. R. HANFORD, Public Service Elec- 
tric and Gas Co., Newark, N. J. 


oe 


R. V. HAVERFIELD, Indiana & Michi- 
gan Electric Co., Fort Wayne, Ind. 

J. D. HoaG, Union Electric Co., St. 
Louis, Mo. 

L. P. HOFFMAN, Florida Power & 
Light Co., Miami, Fla. 

T. D. HUGHSTON, Texas Power & 
Light Co., Dallas, Texas 

E. B. Hurst, Virginia Electric and 
Power Co., Richmond, Va. 

M. H. INGRAHAM, Central Maine 
Power Co., Augusta, Maine 

F. W. JONES, Gulf States Utilities 
Co., Beaumont, Texas 

F. M. KEITH, Dallas Power & Light 
Co., Dallas, Texas 

J. E. KESLER, Central Illinois Public 
Service Co., Springfield, Il. 

R. L. LAGERQUIST, The Connecticut 
Light & Power Co., Berlin, Conn. 

J. D. LEAVITT, Upper Peninsula Pow- 
er Co., Calumet, Mich. 

J. O. LESLIE, Gilbert Associates, Inc., 
Reading, Pa. 

E. S. LicHTt, New York State Elec- 
tric & Gas Corp., Binghamton, 
N. ¥. 

B. J. LORENZ, Northern Indiana Pub- 
lic Service Co., Hammond, Ind. 

R. E. McCANN, Southern California 
Edison Co., Los Angeles, Calif. 

J. I. MCGEE, New Jersey Power & 
Light Co., Morristown, N. J. 

H. B. MCMAHAN, Florida Power 
Corp., St. Petersburg, Fla. 

J. E. MCMASTER, NEGEA Service 
Corp., Cambridge, Mass. 

H. J. METZGER, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

W. J. MILLICAN, Community Public 
Service Co., Fort Worth, Texas 

L. C. NANRY, The Detroit Edison 
Co., Detroit, Mich. 

A. J. NAQUIN, New Orleans Public 
Services, Inc., New Orleans, La. 

F. D. NORBERG, Utah Power & Light 
Co., Salt Lake City, Utah 

T. O. PERRAULT, Minnesota Power & 
Light Co., Duluth, Minn. 











C. A. PONDER, Louisiana Power & 
Light Co., New Orleans, La. 

G. I. RIFENDIFER, Duquesne, Light 
Co., Pittsburgh, Pa. 

W. T. RoGers, Ebasco Services, Inc., 
New York, N. Y. 

G. J. Ruorr, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

C. K. SHELTON, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

J. L. SHORES, Alabama Power Co., 
Birmingham, Ala. 

W. S. TAYMAN, Ohio Edison Co., 
Akron, Ohio 

J. R. THOMPSON, Kentucky Utilities 
Co., Lexington Ky. 

J. S. WANTLAND, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

E. H. WESSELLS, JR., Western Mas- 
sachusetts Electric Co., West 
Springfield, Mass. 

L. A. WESTROM, Middle West Service 
Co., Chicago, IIl. 

R. W. WHITE, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

G. E. WILLIAMS, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. A. WILLIAMS, Arkansas Power & 
Light Co., Pine Bluff, Ark. 

D. F. WINN, Public Service Co. of 
New Hampshire, Manchester, N.H. 


AWARDS COMMITTEE 


Chairman, R. K. ZIMMERMAN, Kansas 
City Power & Light Co., Kansas 
City, Mo. 

FRANKLYN DICKSON, Ohio Edison 
Co., Akron, Ohio 

H. G. ISLEY, Carolina Power & Light 
Co., Raleigh, N. C. 

T. O. MCQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

S. A. MoorE, Public Service Electric 
and Gas Co., Newark, N. J. 

C. L. OSTERBERGER, Louisiana Power 
& Light Co., New Orleans, La. 


ELECTRIC POWER SURVEY 
COMMITTEE 
Chairman, A. S. GRISWOLD, The De- 
troit Edison Co., Detroit, Mich. 
Vice Chairman, F. D. CAMPBELL, Th2 
Detroit Edison Co., Detroit, Mich. 
Vice Chairman, C. M. CUSTER, South- 
west Power Pool, Little Rock, Ark. 
Vice Chairman, C. W. MAYoTT, The 
Hartford Electric Light Co., Hart- 
ford, Conn. 


M. L. BLAIR, The Washington Water 
Power Co., Spokane, Wash. 

ROBERT BRANDT, NEES-New Eng- 
land Power Co., Boston, Mass. 

E. D. EARLY, Southern Services, Inc., 
Birmingham, Ala. 

A. P. JONES, Central Power and 
Light Co., Corpus Christi, Texas 
H. A. LoTT, Southern California Edi- 

son Co., Los Angeles, Calif. 

G. H. McDANIEL, American Electric 
Power Service Corp., New York, 
N. 2. 

H. C. OTTEN, Consolidated Edison 
Co. of New York, Inc., New York, 
N. Y. 

C. E. PARKER, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

L. R. PATTERSON, Public Service Co. 
of Colorado, Denver, Colo. 

R. E. PIERCE, Ebasco Services, Inc., 
New York, N. Y. 

R. T. PurDY, Commonwealth Edison 
Co., Chicago, IIl. 

G. J. VENCILL, Union Electric Co., 
St. Louis, Mo. 


INSURANCE COMMITTEE 


Chairman, A. L. BENJAMIN, The Cin- 
cinnati Gas & Electric Co., Cin- 
cinnati, Ohio 

Vice Chairman, M. A. TAIT, Com- 
monwealth Edison Co., Chicago, Il. 

Secretary, W. H. MANLY, Southern 
Services, Inc., Birmingham, Ala. 

J. V. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 

R. H. BRANDOW, Stone & Webster 
Service Corp., New York, N. Y. 
JAMES CAULFIELD, Public 
Electric and Gas Co., 

N.. J. 

A. L. CLOUGH, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

W. F. CoBLer, Florida Power Corp., 
St. Petersburg, Fla. 

C. R. COLLYER, Pennsylvania Power 
& Light Co., Allentown, Pa. 

C. E. Cook, Southwestern Electric 
Power Co., Shreveport, La. 

R. D. CONSTABLE, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

M. R. DELAURIER, The Detroit Edi- 
son Co., Detroit, Mich. 

H. S. DOWNING, Baltimore Gas and 
Electric Co., Baltimore, Md. 

F. D. FRANTZ, The Dayton Power 
and Light Co., Dayton, Ohio 


Service 
Newark, 


S. B. GARWoopD, Columbus and South- 
ern Ohio Electric Co., Columbus 
Ohio 

RAY GILLAN, Middle West Service 
Co., Chicago, IIl. 

R. P. HEAD, JR., Georgia Power Co., 
Atlanta, Ga. 

W. L. HIGGINS, United Engineers & 
Constructors, Inc., Philadelphia, 
Pa, 

W. H. INGALLS, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

A. G. JILLETTE, New England Electric 
System, Boston, Mass. 

J. L. KENNEDY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
E. P. KNAPP, Potomac Electric Power 

Co., Washington, D. C. 

C. P. Kovar, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

J. D. LEMON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

C. P. LUTTRELL, Iowa-Illinois Gas & 
Electric Co., Davenport, Ia. 

R. R. MACKAY, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

J. W. MARRIN, Commonwealth Serv- 
ices Inc., New York, N. Y. 

R. F. MOWEN, Iowa Power and Light 
Co., Des Moines, Iowa 

C. B. Myatt, NEGEA Service Corp., 
Cambridge, Mass. 

C. H. NELSON, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

C. A. PALMGREN, JR., New Orleans 
Public Service, Inc., New Orleans, 
La. 

M. C. PETERSON, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

E. H. PINTSCH, Gulf States Utilities 
Co., Beaumont, Texas 

R. F. Prosst, The Connecticut Light 
& Power Co., Hartford, Conn. 

W. O. RANDLETT, Virginia Electric 
and Power Co., Richmond, Va. 

A. W. REID, American Electric Power 
Service Corp., New York, N. Y. 
T. R. SALM, Pacific Gas and Electric 

Co., San Francisco, Calif. 

J. E. SCANLON, Duquesne Light Co., 
Pittsburgh, Pa. 

W. B. Sims, Ebasco Services, Inc., 
New York, N. Y. 

W. F. Symons, Atlantic City Electric 
Co., Atlantic City, N. J. 

J. P. TYRRELL, Boston Edison Co., 
Boston, Mass. 

W. R. VOGELSANG, The Cleveland 
Electric Illuminating Co., Cleve- 
land, Ohio 
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E. WATTS, Long Island Lighting 
Co., Mineola, N. Y. 

F. WILLIAMS, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y¥. 

H. YATES, West Penn Power Co., 
Greensburg, Pa. 


LEGAL COMMITTEE 


Chairman, H. B. COHN, American 
Electric Power Co., Inc., New York 
N. 


Vice Chairman, F. T. SEARLS, Pacific 
Gas and Electric Co., San Fran- 
cisco, Calif. 

D. G. ALLEN, New England Electric 
System, Boston, Mass. 

W. E. BECKJorD, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

H. L. BRANAN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

H. B. CAREY, JR., The Hartford Elec- 
tric Light Co., Hartford, Conn. 

T. J. CARLSON, Central Hudson Gas 
& Electric Corp., New York, N. Y. 

D. J. CARMAN, California Electric 
Power Co., San Bernardino, Calif. 

S. B. CHASE, The Montana Power Co., 
Butte, Mont. 

SHERMAN CHICKERING, San Diego 
Gas & Electric Co., San Francisco, 
Calif. 

J. S. EATON, Mississippi Power Co., 
Gulfport, Miss. 

IRVIN FANE, Kansas City Power & 
Light Co., Kansas City, Mo. 

AUSTIN GAVIN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. D. GIBSON, Virginia Electric and 
Power Co., Richmond, Va. 

H. P. GRAVES, Consumers Power Co., 
Jackson, Mich. 

R. K. HANGER, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

LESLIE HENRY, The Toledo Edison 
Co., Toledo, Ohio 

CARL HORN, JR., Duke Power Co., 
Charlotte, N. C. 

L. C. HOWLEY, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

R. W. HustTeD, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

F. G. IRVINE, Utah Power & Light 
Co., Salt Lake City, Utah 

P. G. JASPER, Public Service Co. of 
Indiana, Inc., Plainfield, Ind. 
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D. K. KADANE, Long Island Lighting 
Co., Mineola, N. Y. 

J. M. KEEGAN, Consolidated Edison 
Co. of New York, Inc., New York, 
BM 

B. H. LANE, Gulf Power Co., Pensa- 
cola, Fla. 

F. H. LAWRENCE, New York State 
Electric & Gas Corp., New York, 
N.Y: 

F. W. Lewis, New Orleans Public 
Service Inc., New Orleans, La. 

J. B. LIBERMAN, General Public Utili- 
ties Corp., New York, N. Y. 

JOHN LLOYD, JR., Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

C. F. MACRAE, Orange & Rockland 
Utilities, Inc., New York, N. Y. 
D. B. MANSFIELD, Ohio Edison Co., 

Akron, Ohio 

CORNELIUS MEANS, Potomac Electric 
Power Co., Washington, D. C. 

D. E. NELSON, Northern States Pow- 
er Co., Minneapolis, Minn. 

A. P. O’KELLY, The Washington Wa- 
ter Power Co., Spokane, Wash. 
C. D. PHILLIPS, Portland General 

Electric Co., Portland, Ore. 

W. G. PorRTER, JR., Columbus and 
Southern Ohio Electric Co., Colum- 
bus, Ohio 

A. P. RAMSEY, Baltimore Gas and 
Electric Co., Baltimore, Md. 

BRUCE RENWICK, Southern Califor- 
nia Edison Co., Los Angeles, Calif. 

G. L. RopGers, Pacific Power and 
Light Co., Portland, Ore. 

C. F. Rouse, Carolina Power & Light 
Co., Raleigh, N. C. 

W. H. SCHRODER, 
Co., Atlanta, Ga. 

H. G. SLATER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

O. D. SMITH, The Connecticut Light 
& Power Co., Hartford, Conn. 

H. J. SORENSON, Public Service Elec- 
tric and Gas Co., Newark, N. J. 
E. A. STANSFIELD, Public Service Co. 

of Colorado, Denver, Colo. 

H. P. SULLIVAN, Philadelphia Elec- 
Co., Philadelphia, Pa. 

H. M. Swartz, West Penn Power Co., 
Greensburg, Pa. 

A. W. VOGTLE, JR., Alabama Power 
Co., Birmingham, Ala. 

V. B. WAKE, Wisconsin Electric Pow- 
er Co., Milwaukee, Wis. 

A. M. WILLIAMS, JR., South Carolina 
Electric & Gas Co., Columbia, S. C. 


Georgia Power 


PURCHASING AND STORES 
COMMITTEE 


Chairman, E. J. MARTIN, New Or- 
leans Public Service Inc., New Or- 
leans, La. 


Vice Chairman, (Purchasing), A. H. 
HAMILTON, Northern States Power 
Co., Minneapolis, Minn. 

Vice Chairman, (Stores), M. A. EpD- 
WARDS, Duke Power Co., Charlotte, 
N.C. 

Secretary, D. E. NESBIT, Duquesne 
Light Co., Pittsburgh, Pa. 

W L. ADAMS, El Paso Electric Co., 
El Paso, Texas 

O. H. AYDELOTTE, Public Service Co. 
of Colorado, Denver, Colo. 

H. A. BAINES, New England Electric 
System, Boston, Mass. 

B. H. BARNES, The Connecticut Light 
& Power Co., Berlin, Conn. 

H. M. BARRETT, Delaware Power & 
Light Co., Wilmington, Del. 

F. E. BAXTER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
CARR BLACK, Mississippi Power & 

Light Co., Jackson, Miss. 

J. L. BLANK, Central Illinois Public 
Service Co., Springfield, IIl. 

J. P. BLUMER, Gulf Power Co., Pen- 
sacola, Fla. 

J. L. BOTTERS, Georgia Power Co., 
Atlanta, Ga. 

R. J. BRODELL, Iowa-Illinois Gas and 
Electric Co., Rock Island, IIl. 

H. C. BROWN, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 


W. H. BRUEGGEMANN, Wisconsin 
Electric Power Co., Milwaukee, 
Wis. 


M. C. BUCKLEY, Long Island Light- 
ing Co., Hicksville, N. Y. 

C. W. BURNAM, Dallas Power & Light 
Co., Dallas, Texas 

C. F. CHANNING, Southwestern Elec- 
tric Power Co., Shreveport, La. 

T. M. CLOSE, Savannah Electric and 
Power Co., Savannah, Ga. 

G. H. CoLe, Alabama Power Co., 
Birmingham, Ala. 

R. F. CONNOLLY, Tampa Electric Co., 
Tampa, Fla. 

ROGER CooK, Pennsylvania Power & 
Light Co., Allentown, Pa. 

B. S. CorBy, Central Hudson Gas and 
Electric Corp., Poughkeepsie, N. Y. 

W. Y. CoTTOM, West Penn Power Co., 
Greensburg, Pa. 

P. D. Crary, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


~ 





E. H. Crews, Metropolitan Edison 
Co., Reading, Pa. 

J. J. CUNIFFE, Pioneer Service & En- 
gineering Co., Chicago, Ill. 

J. J. DIXON, Union Electric Co., St. 
Louis, Mo. 

W. J. DOUGHERTY, Iowa Public Serv- 
ice Co., Sioux City, Iowa 

C. A. EASTERBROOKS, New England 
Electric System, Boston, Mass. 

C. C. ELLIOTT, Virginia Electric and 
Power Co., Richmond, Va. 

J. F. ESTILL, JR., Houston Lighting 
& Power Co., Houston, Texas 

W. N. FAIRLEE, Pacific Gas and Elec- 
tric Co., Emeryville, Calif. 

D. J. FITZGERALD, Baltimore Gas and 
Electric Co., Baltimore, Md. 

A. W. Fox, Puget Sound Power & 
Light Co., Bellevue, Wash. 

J. P. FRENCH, Gulf States Utilities 
Co., Beaumont, Texas 

H. B. GAUNT, Kentucky Utilities Co., 
Lexington, Ky. 

W. J. GRIESMANN, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y. 

A. J. HARTMAN, Northern Indiana 
Public Service Co., Hammond, Ind. 

H. F. HEFNER, Wheeling Electric Co., 
Wheeling, W. Va. 

O. HENENBERG, Texas Power & Light 
Co., Dallas, Texas 

J. C. HERBERT, Potomac Electric 
Power Co., Washington, D. C. 

A. C. HERRON, Florida Power Corp., 
St. Petersburg, Fla. 

G. A. HILLS, Central Maine Power 
Co., Augusta, Maine 

F. G. HODGE, Portland General Elec- 
tric Co., Portland, Ore. 

R. L. HOFFMAN, Wisconsin Public 
Service Corp., Milwaukee, Wis. 
W. M. HOo.is, Baltimore Gas and 

Electric Co., Baltimore, Md. 

JOHN. HOPKINSON, The Hartford 
Electric Light Co., Hartford, Conn. 

DEAN Hopson, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

J. R. HUMPHREYS, Ohio Edison Co., 
Akron, Ohio 

F. M. JENNINGS, Kentucky Power 
Co., Ashland, Ky. 

W. R. JOHNSON, Kansas City Power 
& Light Co., Kansas City, Mo. 

R. F. JOSEPH, Ohio Valley Electric 
Corp., Chillicothe, Ohio 

J. N. KEATING, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 
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J. C. KIEFER, JR., Western Massa- 
chusetts Electric Co., West Spring- 
field, Mass. 

L. K. KIMMEL, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

G. J. KLEINPELL, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

S. L. KosLow, Long Island Lighting 
Co., Hicksville, N. Y. 

J. H. LoGuE, NEGEA Service Corp., 
Cambridge, Mass. 

C. R. LUNDQUIST, Interstate Power 
Co., Dubuque, Iowa 

W. S. MARKs, Commonwealth Edison 
Co., Stickney, IIl. 

G. E. MARLEY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

D. C. MCMuRTRIE, New Jersey Power 
& Light Co., Morristown, N. J. 
R. H. MCNEAL, The Cleveland Elec- 
tric [lluminating Co., Cleveland, 

Ohio 

G. C. MEETZE, South Carolina Elec- 
tric & Gas Co., Columbia, S. C. 

R. M. MILLS, American Electric 
Power Service Corp., New York, 
i oe # 

C. V. Myers, Philadelphia Electric 
Co., Philadelphia, Pa. 

C. F. OGDEN, The Detroit Edison Co., 
Detroit, Mich. 

B. B. PARKER, Duke Power Co., Char- 
lotte, N. C. , 

J. R. PATRICK, Georgia Power Co., 
Atlanta, Ga. 

J. E. PERKNER, Delaware Power & 
Light Co., Wilmington, Del. 

M. E. Poork, Virginia Electric and 
Power Co., Richmond, Va. 

G. A. REMALIA, Duquesne Light Co., 
Pittsburgh, Pa. 

E. J. RICHARD, Gulf Power Co., Pen- 
sacola, Fla. 

W. T. Ricks, Gulf States Utilities 
Co., Beaumont, Texas 

JOHN RIEVES, Southwestern Electric 
Power Co., Shreveport, La. 

E. B. ROBINSON, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

M. C. Ross, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

N. L. Scott, Idaho Power Co., Boise, 
Idaho 

H. W. SEARS, The Connecticut Light 
& Power Co., Berlin, Conn. 

P. V. SHANNON, Kansas Gas and 
Electric Co., Wichita, Kan. 

W. J. SIMMONS, Alabama Power Co., 
Birmingham, Ala. 


H. T. SIMPSON, Boston Edison Co. 
Boston, Mass. 

B. G. SPENCE, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

G. A. SPENCER, The Detroit Edisor 
Co., Detroit, Mich. 

F. D. SPOFFORD, The Potomac Edison 
Co., Hagerstown, Md. 

J. E. STEELE, The United Illuminat- 
ing Co., New Haven, Conn. 

S. S. STEVENS, Central Vermont Pub- 
lic Service Co., Rutland, Vt. 

H. M. STOCKTON, Dallas Power and 
Light Co., Dallas, Texas 

P. A. STOVER, Iowa Electric Light 
and Power Co., Cedar Rapids, Iowa 

V. J. STRICKLAND, Florida Power 
Corp., St. Petersburg, Fla. 

E. T. SUGARS, Consumers Power Co., 
Jackson, Mich. 

A. W. SULLIVAN, Boston Edison Co., 
Boston, Mass. 

F. H. SUMMA, Public Service Electric 
and Gas Co., Newark, N. J. 

R. M. TAYLOR, Southern California 
Edison Co., Los Angeles, Calif. 

E. K. TEDSTROM, Arkansas Power & 
Light Co., Pine Bluff, Ark. 
E. H. TILLMAN, South Carolina Elec- 
tric & Gas Co., Charleston, S. C. 
H. C. TOWLE, Orange and Rockland 
Utilities, Inc., Boston, Mass. 

J. K. UHLER, JR., Southern California 
Edison Co., Alhambra, Calif. 

C. VAN REMORTEL, Lake Superior 
District Power Co., Ashland, Wis. 

U. K. VAUGHT, Appalachian Power 
Co., Roanoke, Va. 

R. D. WALKER, Ohio Power Co., Can- 
ton, Ohio 

S. P. WALLACE, Monongahela Power 
Co., Fairmont, W. Va. 

B. T. WALSHE, Atlantic City Electric 
Co., Atlantic City, N. J. 

R. R. WHEELER, The Dayton Power 
and Light Co., Dayton, Ohio 

E. J. WILSON, Consumers Power Co., 
Jackson, Mich. 

H. WILSON, Carolina Power & Light 
Co., Raleigh, N. C. 

H. M. Woops, The Toledo Edison Co., 
Toledo, Ohio 


RATE RESEARCH COMMITTEE 
Chairman, R. E. CAywoop, West 
Penn Power Co., Greensburg, Pa. 


Vice Chairman, W. E. LIEPE, New 
Jersey Power & Light Co., Mor- 
ristown, N. J. 
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3. W. ANDREWS, American Electric 
Power Service Corp., New York, 
N.Y. 

’. L. ASHLEY, Southern California 
Edison Co., Los Angeles, Calif. 

’. W. AYTON, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

VV. N. BINGHAM, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

Vv. C. BLAIR, Texas Power & Light 
Co., Dallas, Texas 

R. S. BROMAGE, The Connecticut 
Light & Power Co., Berlin, Conn. 

ALBERT CALVERT, New England Elec- 
tric System, Boston, Mass. 

B. C. CARPENTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

G. A. CoAN, Duke Power Co., Char- 
lotte, N. C. 

B. P. DAHLSTROM, Public Service 
Electric and Gas Co., Newark, N. J. 

H. N. DANNER, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

I’, E. DRAKE, JR., Rochester Gas and 
Electric Corp., Rochester, N. Y. 

N. A. EASTER, Central Power and 
Light Co., Corpus Christi, Texas 

P. G. ELLIS, Wisconsin Public Service 
Corp., Oshkosh, Wis. 

J. H. FERGUSON, Boston Edison Co., 
Boston, Mass. 

t. C. FOSBERG, The Hartford Electric 
Light Co., Hartford, Conn. 

L. W. FRANK, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

J. R. GARDNER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y. 

ELMER GATES, Middle West Service 
Co., Chicago, ll. 

R. B. GRIERSON, The Detroit Edison 
Co., Detroit, Mich. 

B. R. HARTMAN, Pennsylvania Power 
& Light Co., Allentown, Pa. 

K. W. HASBROUCK, New York State 
Electric & Gas Corp., Ithaca, N. Y. 

V. E. HILL, Duquesne Light Co.., 
Pittsburgh, Pa. 

P. F. Hoots, New Orleans Public 
Service, Inc., New Orleans, La. 
J. W. HUMMER, Iowa Power and 

Light Co., Des Moines, Iowa 

H. E. HYLTON, Ohio 
Akron, Ohio 

W. J. JEFFERSON, Consumers Power 
Co., Jackson, Mich. 

S. W. JOHN, Commonwealth Services, 
Inc., New York, N. Y. 


‘dison Co., 
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J. F. JORDAN, Northern States Power 
Co., Minneapolis, Minn. 

D. G. KELLS, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

F. A. KNECHT, Baltimore Gas and 
Electric Co., Baltimore, Md. 

T. J. KozAK, The Toledo Edison Co., 
Toledo, Ohio 

CHARLES LANE, Virginia Electric and 
Power Co., Richmond, Va. 

J. W. LEECH, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

J. S. MAFFITT, Carolina Power & 
Light Co., Raleigh, N. C. 

W. C. McCarTHY, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. E. MorTIMER, Gulf States Utilities 
Co., Beaumont, Texas 

C. R. MurtTon, Southern Services, 
Inc., Birmingham, Ala. 

E. B. MEYERS, JR., Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

L. V. NELSON, Union Electric Co., 
St. Louis, Mo. 

J. M. NEss, Central Maine Power Co., 
Augusta, Maine 

H. H. NEXON, Commonwealth Edison 
Co., Chicago, Ill. 

F. D. RIPLEY, Long Island Lighting 
Co., Mineola, N. Y. 

J. F. ROBERTS, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
E. H. SCHMIDTMAN, Wisconsin Elec- 
tric Power Co., Milwaukee, Wis. 
T. L. SHARKEY, Ebasco Services, Inc., 
New York, N. Y. 

T. A. STANDISH, Houston Lighting & 
Power Co., Houston, Texas 

W. C. TALLMAN, Public Service Co. 
of New Hampshire, Manchester, 
N.. Hf. 

C. F. WALL, Central Illinois Public 
Service Co., Springfield, II. 

F. S. WALTERS, Potomac Electric 
Power Co., Washington, D. C. 

C. A. WILLIAMS, The United Ilumi- 
nating Co., New Haven, Conn. 

E. T. WILLIAMSON, Iowa-Illinois Gas 
and Electric Co., Davenport, Iowa 

F. H. Woy, The Montana Power Co., 
Butte, Mont. 


STATISTICAL COMMITTEE 
Chairman, R. F. CRIM, West Penn 
Power Co., Greensburg, Pa. 


Secretary, JOHN THORNBORROW, Edi- 
son Electrie Institute, New York, 
N.. ¥. 


W. S. BRUSH, Consolidated Edison 
Co. of New York, Inc., New York, 
|, ae 6 

A. E. BusH, The Detroit Edison Co., 
Detroit, Mich. 

D. T. CHANE, JR., New England Elec- 
tric System, Boston, Mass. 

C. A. CLARK, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

C. W. DELVEY, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

H. E. EASON, Commonwealth Serv- 
ices, Inc., New York, N. Y. 

A. E. ELLIOTT, Louisiana Power & 
Light Co., New Orleans, La. 

G. G. EPPRIGHT, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

F. E. FEARING, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

E. J. HOLCOMBE, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

W. B. HORSBURGH, Southern Services, 
Inc., Birmingham, Ala. 

W. C. HUEBNER, Ebasco Services, 
Inc., New York, N. Y. 

F. S. KELLIHER, Boston Edison Co., 
Boston, Mass. 

R. E. KEMPTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. L. KENNEDY, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
F. K. LANGE, Atlantic City Electric 

Co., Atlantic City, N. J. 

J. W. MAGANN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

R. C. MurpocH, Ohio Edison Co., 
Akron, Ohio 

D. H. OLNEY, The Washington Water 
Power Co., Spokane, Wash. 

C. E. SANDEEN, Middle West Service 
Co., Chicago, Il. 

DOUGLAS TONGE, American Electric 
Power Service Corp., New York, 
N.Y. 

A. M. WILDBERGER, Baltimore Gas 
and Electric Co., Baltimore, Md. 


COMMITTEE ON TECHNICAL 
EXCHANGE FOR OVERSEAS 
VISITORS 
Chairman, H. E. BUMGARDNER, The 
Detroit Edison Co., Detroit, Mich. 
L. H. ANDERSON, Pacific Gas and 
Electric Co., San Francisco, Calif. 
H. E. DEARDORFF, The Dayton Power 

and Light Co., Dayton, Ohio 
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W. M. LEONARD, Consolidated Edison 
Co. of New York, Inc., New York, 
hm. ¥- 


Public, Employee and Investor 


EXECUTIVE COMMITTEE OF 
PUBLIC, EMPLOYEE AND 
INVESTOR RELATIONS 
DIVISION 


Chairman, J. E. CORETTE, The Mon- 
tana Power Co., Butte, Mont. 


C. E. EBLE, Consolidated Edison Co. 
of New York, Inc., New York, N. Y. 

J. W. MCAFEE, Union Electric Co., 
St. Louis, Mo. 

C. E. OAKES, Pennsylvania Power 
and Light Co., Allentown, Pa. 
W. H. SAMMISs, Ohio Edison Co., 

Akron, Ohio 


INDUSTRIAL RELATIONS 
COMMITTEE 


Chairman, C. E. PARKER, Common- 
wealth Edison Co., Chicago, III. 
Vice Chairman, D. C. ALLEN, Public 
Service Electric and Gas Co., 

Newark, N. J. 

Secretary, E. S. EVANS, Edison Elec- 
tric Institute, New York, N. Y. 
K. K. ALLEN, Southern California 
Edison Co., Los Angeles, Calif. 

C. P. ANDERSON, Orange and Rock- 
land Utilities, Inc., Nyack, N. Y. 
J. C. ARNELL, Consolidated Edison 
Co. of New York, Inc., New York, 

Nn. ¥. 

KENNETH AUSTIN, Duke Power Co., 
Charlotte, N. C. 

J. H. BARNES, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

D. A. BARTLETT, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

J. M. C. BETTS, The United Illuminat- 
ing Co., New Haven, Conn. 

H. L. BOWEN, Georgia Power Co., At- 
lanta, Ga. 

H. E. Boyb, Potomac Electric Power 
Co., Washington, D. C. 

C. T. BRASFIELD, Jr., Alabama Power 
Co., Birmingham, Ala. 
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C. W. WATSON, Philadelphia Electric 


Co., Philadelphia, Pa. 


Division Committees 


E. J. BRILL, Pennsylvania Power & 
Light Co., Allentown, Pa. 

M. F. BUNNELL, Florida Power Corp., 
St. Petersburg, Fla. 

A. E. BURNETT, Southern Electric 
Generating Co., Birmingham, Ala. 

C. H. CAMPBELL, Pacific Power & 
Light Co., Portland, Ore. 

V.S. CASEBOLT, The Washington Wa- 
ter Power Co., Spokane, Wash. 

A. L. CLARK, Virginia Electric and 
Power Co., Richmond, Va. 
L. D. COLLINS, Central Power and 
Light Co., Corpus Christi, Texas 
F. R. DouGHTty, New York State 
Electric & Gas Corp., Binghamton, 
a 

G. W. FEWKES, Philadelphia Electric 
Co., Philadelphia, Pa. 

F. J. FUNARI, West Penn Power Co., 
Greensburg, Pa. 

E. L. GERBER, Atlantic City Electric 
Co., Atlantic City, N. J. 

F. J. GLEESON, Northern States Pow- 
er Co., Minneapolis, Minn. 

W. E. GorDON, Portland General 
Electric Co., Portland, Ore. 

C. S. GREEN, New Orleans Public 
Service, Inc., New Orleans, La. 

P. L. GUNN, Southwestern Electric 
Power Co., Shreveport, La. 

E. W. HARPER, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

P. V. HAYDEN, The Connecticut Light 
& Power Co., Berlin, Conn. 

J. R. HEIM, Monongahela Power Co., 
Fairmont, W. Va. 

R. C. HORN, Wisconsin Public Serv- 
ice Corp., Green Bay, Wis. 

L. C. HUNTER, Florida Power & Light 
Co., Miami, Fla. 


WILLIAM ISMAY, Arizona Public 
Service Co., Phoenix, Ariz. 
PATRICK JOHNSON, Puget Sound 


Power & Light Co., Bellevue, Wash. 
C. E. JONES, Mississippi Power & 
Light Co., Jackson, Miss. 
J. E. KANE, JR., Baltimore Gas and 
Electric Co., Baltimore, Md. 


HERBERT WOTTRICH, Public Service 
Electric and Gas Co., Newark, 
N. J. 


Relations 


R. R. KATTERHENRY, Indianapolis 
Power & Light Co., Indianapolis, 
Ind. 

F. M. KEITH, Dallas Power & Light 
Co., Dallas, Texas 

F. W. KEITH, The Toledo Edison Co., 
Toledo, Ohio 

M. A. Kirk, Central Illinois Public 
Service Co., Springfield, IIl. 

F. L. LARKIN, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

K. C. LASSETER, Savannah Electric 
and Power Co., Savannah, Ga. 

S. F. LEAHY, The Detroit Edison Co., 
Detroit, Mich. 

C .O. LovE, Texas Power & Light Co., 
Dallas, Texas 

P. L. METZGER, Kansas City Power & 
Light Co., Kansas City, Mo. 

M. E. NELSON, San Diego Gas & 
Electric Co., San Diego, Calif. 

J. S. NEWBOLD, Carolina Power & 
Light Co., Raleigh, N. C. 

F. M. Osta, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

M. F. OSTERLING, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
S. G. PAGE, Duquesne Light Co., 

Pittsburgh, Pa. 

J. O. PARKER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N. ¥. 

W. K. PAUL, Northern Indiana Public 
Service Co., Hammond, Ind. 

H. A. PETERSON, American Electric 
Power Service Corp., New York, 
Ds, es 

DEWITT PIKE, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

H. V. Potts, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

F. C. PRASSE, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 

ELIOT PRIEST, Public Service Co. of 
New Hampshire, Manchester, N.H. 

F. R. RAuCH, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

O. P. REED, Public Service Co. of 
Colorado, Denver, Colo. 
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[. J. REGAN, JR., Boston Edison Co., 
Boston, Mass. 

ul. J. RICHARDSON, Gulf Power Co., 
Pensacola, Fla. 

H. S. RICHMOND, Consumers Power 
Co., Jackson, Mich. 

O. H. RIRIE, Utah Power & Light 
Co., Salt Lake City, Utah. 

%EEVES RITCHIE, Arkansas Power & 
Light Co., Pine Bluff, Ark. 

J. T. RoGers, JR., Ohio Edison Co., 
Akron, Ohio 

L. A. RUSHMORE, JR., Long Island 
Lighting Co., Hicksville, N. Y. 

J. G. SCHMIDT, Interstate Power Co., 
Dubuque, Iowa 

W. H. SENYARD, Louisiana Power & 
Light Co., New Orleans, La. 

R. H. SESSIONS, Idaho Power Co., 
Boise, Idaho. 

C. B. SHERMAN, Houston Lighting & 
Power Co., Houston, Texas . 

C. R. StocKHus, Union Electric Co., 
St. Louis, Mo. 

E. C. STOLPER, Wisconsin Power and 
Light Co., Madison, Wis. 

E. B. STRAUSS, New Jersey Power & 
Light Co., Morristown, N. J. 

J. E. TEAGAN, New England Electric 
System, Boston, Mass. 

V. J. THOMPSON, Pacific Gas and 
Electric Co., San Francisco, Calif. 

T. H. VADEN, The Southern Co., 
Birmingham, Ala. 

EK. A. WERNER, Gulf States Utilities 
Co., Baton Rouge, La. 

F. E. WINCHESTER, NEGEA Service 
Corp., Cambridge, Mass. 


INVESTOR RELATIONS 
COMMITTEE 


Chairman, A. H. SCHETTLER, Union 
Electric Co., St. Louis, Mo. 

Vice Chairman, F. C. EGGERSTEDT, 
JR., Long Island Lighting Co., 
Mineola, N. Y. 

CHARLES BOLTON, The Hartford Elec- 
tric Light Co., Hartford, Conn. 
W. G. BOURNE, JR., Commonwealth 
Services, Inc., New York, N. Y. 
R. P. Brices, Consumers Power Co., 

Jackson, Mich. 

D. L. BROUSSARD, Utah Power & 
Light Co., Salt Lake City, Utah 
OTTO BRUNENMEISTER, JR., Ohio Edi- 

son Co., Akron, Ohio 

RICHARD BULLWINKLE, Texas Utili- 
ties Co., Dallas, Texas 


OCTOBER, 1961 


E. L. CASSADY, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

K. C. CHRISTENSEN, Pacific Gas and 
Electric Co., San Francisco, Calif. 

J. V. COLLEY, The Dayton Power and 
Light Co., Dayton, Ohio 

A. S. Corson, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. V. DoPLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
R. R. DUNN, Potomac Electric Power 

Co., Washington, D. C. 

A. W. EVANS, Niagara Mohawk Pow- 
er Corp., Syracuse, N. Y. 

H. H. FERRIN, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

W. H. GIESEKE, Gulf States Utilities 
Co., Beaumont, Texas 

A. P. Goop, Northern Indiana Pub- 
lic Service Co., Hammond, Ind. 

H. L. GRUEHN, Baltimore Gas and 
Electric Co., Baltimore, Md. 

HARRY HANSON, New England Elec- 
tric System, Boston, Mass. 

A. H. HERBERT, Minnesota Power & 
Light Co., Duluth, Minn. 

F. J. HERR, JR., Central and South 
West Corp., Chicago, Ill. 

C. C. HERRMANN, Wisconsin Power 
and Light Co., Madison, Wis. 

K. G. HOVLAND, Kansas City Power 
& Light Co., Kansas City, Mo. 

H. A. HowArD, New York State Elec- 
tric & Gas Corp., Ithaca, N. Y. 

E. J. HOWE, Rochester Gas and Elec- 
tric Corp., Rochester, N. Y. 

L. H. JAEGER, The Southern Co., At- 
lanta, Ga. 

JOHN JAMIESON, The Detroit Edison 
Co., Detroit, Mich. 

B. A. JOHNSON, New England Gas 
and Electric Association, Cam- 
bridge, Mass. 

G. F. JOHNSON, Northern States 
Power Co., Minneapolis, Minn. 

R. M. KELMON, Boston Edison Co., 
Boston, Mass. 

W. G. KUHNS, General Public Utili- 
ties Corp., New York, N. Y. 

F. W. LEwis, New Orleans Public 
Service, Inc., New Orleans, La. 
G. R. Marrs, Texas Power & Light 

Co., Dallas, Texas 

P. H. MEHRTENS, Western Massachu- 
setts Electric Co., ‘ Springfield, 
Mass. 

R. L. MEYER, Iowa Power and Light 
Co., Des Moines, Lowa 

J. E. Murray, Central Illinois Elec- 
tric and Gas Co., Rockford, III. 


R. R. PARKMAN, Duquesne Light Co., 
Pittsburgh, Pa. 
E. R. PETERSON, Southern California 
Edison Co., Los Angeles, Calif. 
W. O. RANDALL, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

S. E. RATCLIFFE, Virginia Electric 
and Power Co., Richmond, Va. 

L. E. REYNOLDS, The Connecticut 
Light & Power Co., Berlin, Conn. 

NEILL RICHARDS, Kansas Gas and 
Electric Co., Wichita, Kans. 

L. G. ROEMER, Wisconsin Public Serv- 
ice Corp., Milwaukee, Wisc. 

ALEX ROGERS, Mississippi Power & 
Light Co., Jackson, Miss. 

F. W. RoGers, Texas Electric Service 
Co., Fort Worth, Texas 

W. J. RosE, American Electric Power 
Service Corp., New York, N. Y. 

H. H. ScaFF, Ebasco Services, Inc., 
New York, N. Y. 

C. H. SCHWANER, Tampa Electric Co., 
Tampa, Fla. 

E. H. Scott, The Detroit Edison Co., 
Detroit, Mich. 

H. E. SIMPSON, Florida Power & 
Light Co., Miami, Fla. 

G. E. SMITH, Stone & Webster Serv- 
ice Corp., New York, N. Y. 

S. G. STALNECKER, Public Service 
Electric and Gas Co., Newark, N. J. 

A. C. STEWART, Kentucky Utilities 
Co., Lexington, Ky. 

L. V. SUTTON, Carolina Power & 
Light Co., Raleigh, N. C. 
W. L. THRAILKILL, The Washington 
Water Power Co., Spokane, Wash. 
A. W. TRIMBLE, Pacific Power & 
Light Co., Portland, Ore. 

A. C. VENCE, Atlantic City Electric 
Co., Atlantic City, N. J. 

W. D. VIRTUE, Public Service Co. of 
Colorado, Denver, Colo. 

J. N. WaTTs, Southwestern Electric 
Power Co., Shreveport, La. 

JOHN WILKIE, Central Hudson Gas & 
Electric Corp., Poughkeepsie, N. Y. 

E. W. WILKINSON, Allegheny Power 
System, Inc., New York, N. Y. 

J. P. WILLIAMSON, The Toledo Edi- 
son Co., Toledo, Ohio 

D. J. WINFIELD, Middle South Utili- 
ties, Inc., New York, N. Y. 

A. R. Woop, The United Illuminating 
Co., New Haven, Conn. 

W. H. ZIMMER, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
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PUBLIC RELATIONS 
COMMITTEE 


Chairman, P. V. HAYDEN, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 

Secretary, PRALL CULVINER, Edison 
Electric Institute, New York, N. Y. 

J. I. AHERN, New England Electric 
System, Boston, Mass. 

S. F. BALDWIN, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
R. F. BALL, Idaho Power Co., Boise, 

Idaho 

J. M. C. BETTs, The United Illuminat- 
ing Co., New Haven, Conn. 

R. H. BRIDGES, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
J. E. CANFIELD, Wisconsin Power 

and Light Co., Madison, Wis. 

J. C. COSTELLO, Ohio Edison Co., 
Akron, Ohio 

J. A. GALVIN, Boston Edison Co., 
Boston, Mass. 

R. R. Gros, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. M. GUILLORY, New Orleans Public 
Service, Inc., New Orleans, La. 


W. G. HEREN, Union Electric Co., St. 
Louis, Mo. 

K. I. JACK, The Washington Water 
Power Co., Spokane, Wash. 

H. R. JOHNSON, American Electric 
Power Service Corp., New York, 
N. F. 

G. V. KEELEY, Central Illinois Public 
Service Co., Springfield, Ill. 

D. M. MACKIE, Commonwealth Serv- 
ices, Inc., New York, N. Y. 

T. M. MCDANIEL, JR., Southern Cali- 
fornia Edison Co., Los Angeles, 
Calif. 

F. T. McEvoy, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

D. J. MCGOWAN, Consumers Power 
Co., Jackson, Mich. 

R. H. MILLSAP, Portland General 
Electric Co., Portland, Ore. 

I. S. MITCHELL, III, Georgia Power 
Co., Atlanta, Ga. 

J. J. MOLLOY, NEGEA Service Corp., 
Cambridge, Mass. 

MorGAN MURPHY, Commonwealth 
Edison Co., Chicago, III. 

G. W. O’CONNoR, The Montana Power 
Co., Butte, Mont. 


V. J. OUELLETTE, The Hartford Elec 
tric Light Co., Hartford, Conn. 

J. F. OWENS, JR., Northern State: 
Power Co., St. Paul, Minn. 

E. L. PALMER, Pennsylvania Powe1 
& Light Co., Allentown, Pa. 

V. S. PRICE, Tampa Electric Co., 
Tampa, Fla. 

JACK RILEY, Carolina Power & Light 
Co., Raleigh, N. C. 

P. W. Ross, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

SAM SCHWIEGER, Southwestern Elec- 
tric Power Co., Shreveport, La. 

L. M. TAYLOR, Mississippi Power & 
Light Co., Jackson, Miss. 

G. H. TUTTLE, The Detroit Edison 
Co., Detroit, Mich. 

J. F. VAN Hart, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

F. E. VILAs, Consolidated Edison 
Co. of New York, Inc., New York 
N.Y. 

W. A. WHITTLESEY, III, Western 
Massachusetts Electric Co., Pitts- 
field, Mass. 

R. W. WILSON, Potomac Electric 
Power Co., Washington, D. C. 

R. M. WINSBOROUGH, Middle West 
Service Co., Chicago, II]. 


Research Division Committees 


RESEARCH DIVISION 
EXECUTIVE COMMITTEE 


Chairman, WILLIS GALE, Common- 
wealth Edison Co., Chicago, Ill. 


C. F. AVILA, Boston Edison Co., Bos- 
ton, Mass. 

R. A. GIBSON, The Hartford Electric 
Light Co., Hartford, Conn. 


J. K. Horton, Southern California 
Edison Co., Los Angeles, Calif. 
D. C. LucE, Public Service Electric 
and Gas Co., Newark, N. J. 

W. W. LYNCH, Texas Power & Lighi 
Co., Dallas, Texas 

W. O. TURNER, Louisiana Power & 
Light Co., New Orleans, La. 
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RESEARCH PROJECTS 
COMMITTEE 


Chairman, W. G. MEESE, The Detroit 
Edison Co., Detroit, Mich. 


Vice Chairman, A. H. KIppER, Phila- 
delphia Electric Co., Philadelphia, 
ra. 

Secretary, G. E. WATKINS, Edison 
Electric Institute, New York, N. Y. 

G. W. BEAMS, Texas Power & Light 
Co., Dallas, Texas 

C. S. BOWDEN, Pennsylvania Power 
Co., New Castle, Pa. 

J. D. FLYNN, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 


C. W. FRANKLIN, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. ¥. 

E. L. HouGH, Union Electric Co., 
St. Louis, Mo. 

J. P. Lewis, The Hartford Electric 
Light Co., Hartford, Conn. 

W. S. PRIcE, American Electric 
Power Service Corp., New York, 
Ne XS. 

1. M. ROBERTSON, Public Service Co. 
of Colorado, Denver, Colo. 

R. I. SMITH, Public Service Electric 
and Gas Co., Newark, N. J. 

R. W. SPENCER, Southern California 
Edison Co., Los Angeles, Calif. 

H. R. STEWART, NEES-New England 
Power Service Co., Boston, Mass. 


_ 
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Sales Division Committees 


SALES DIVISION EXECUTIVE 
COMMITTEE 
(hairman, C. D. LAWRENCE, New 
England Electric System, Boston, 

Mass. 


C. ALBRITTAIN, Baltimore Gas 

and Electric Co., Baltimore, Md. 

\Y. L. BYRNE, Ebasco Services, Inc., 
New York, N. Y. 

Bb. G. CAMPBELL, Consumers Power 
Co., Jackson, Mich. 

0. G. CARLSON, Texas Electric Serv- 
ice Co., Fort Worth, Texas 

H. E. CLIFF, Public Service Electric 
and Gas Co., Newark, N. J. 

W. S. Cowart, JR., Atlantic City 
Electric Co., Atlantic City, N. J. 
FRANKLYN DICKINSON, Ohio Edison 

Co., Akron, Ohio 

W. I. DOLBEARE, Virginia Electric 
and Power Co., Richmond, Va. 

Ek. W. GRAY, Oklahoma Gas and Elec- 
tric Co., Oklahoma City, Okla. 

R. W. HEss, Central Maine Power 
Co., Augusta, Maine 

H. G. ISLEY, Carolina Power & Light 
Co., Raleigh, N. C. 

R. W. JOYCE, Pacific Gas and Electric 
Co., San Francisco, Calif. 

J. H. KEELE, Florida Power & Light 
Co., Miami, Fla. 

F. M. KIMBALL, Kansas Gas and Elec- 
tric Co., Wichita, Kans. 

G. C. KING, Stone & Webster Serv- 
ice Corp., New York, N. Y. 

E. R. Kropp, Union Electric Co., St. 
Louis, Mo. 

W. A. Lyons, New York Electric & 
Gas Corp., Binghamton, N. Y. 

T. M. McCDANIEL, JR., Southern Cali- 
fornia Edison Co., Los Angeles, 
Calif. 

C. W. MEYTROTT, Consolidated Edi- 
son Co. of New York, Inc., New 
York, N. Y. 

O. B. NYE, Niagara Mohawk Power 
Corp., Syracuse, N. Y. 

C. L. OSTERBERGER, Louisiana Power 
& Light Co., New Orleans, La. 

B. L. PALM, Central Illinois Public 
Service Co., Springfield, Ill. 

L. E. PIERRON, Commonwealth Edi- 
son Co., Chicago, Il. 

R. F. PLYMIRE, Puget Sound Pewer 
& Light Co., Bellevue, Wash. 
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W. R. PooLe, The Toledo Edison Co., 
Toledo, Ohio 

J. A. REED, Southwestern Electric 
Power Co., Shreveport, La. 

W. T. RICHARDS, Indianapolis Power 
& Light Co., Indianapolis, Ind. 
M. R. RoDGER, Middle West Service 

Co., Chicago, Ill. 

K. H. RUDOLPH, The Cleveland Elec- 
tric Dluminating Co., Cleveland, 
Ohio 

W. B. SHENK, Florida Power Corp., 
St. Petersburg, Fla. 

C. J. SINNOTT, New Orleans Public 
Service, Inc., New Orleans, La. 

F. I. SMITH, New Jersey Power & 
Light Co., Morristown, N. J. 

H. F. STAACKE, Houston Lighting & 
Power Co., Houston, Texas 

J. E. STODDART, Northern States 
Power Co., Minneapolis, Minn. 

H. A. StTRouD, Monongahela Power 
Co., Fairmont, W. Va. 

R. C. SWARTZ, Pennsylvania Power 
& Light Co., Allentown, Pa. 

G. W. THOMAS, Public Service Co. 
of Colorado, Denver, Color. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wisc. 

C. M. WALLACE, JR., Georgia Power 
Co., Atlanta, Ga. 

D. E. WASHBURN, Boston Edison Co., 
Boston, Mass. 

BASSETT WATSON, Texas Power & 
Light Co., Dallas, Texas 

DON WILLIS, Arizona Public Service 
Co., Phoenix, Ariz. 

E. A. WILSON, Alabama Power Co., 
Birmingham, Ala. 

H. E. YEIDE, Potomac Electric Power 
Co., Washington, D. C. 

R. K. ZIMMERMAN, Kansas City 
Power & Light Co., Kansas City, 
Mo. 


SALES DIVISION 
ADVISORY COMMITTEE 


Chairman, C. D. LAWRENCE, New 
England Electric System, Boston, 
Mass. . 

M. I. ALLEN, Philadelphia Electric 
Co., Philadelphia, Pa. 

P. W. EMLER, American Electric 
Power Service Corp., New York, 
‘ae 


E. O. GEORGE, The Detroit Edison 
Co., Detroit, Mich. 

J. R. HARTMAN, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

R. W. HELLER, Duquesne Light Co., 
Pittsburgh, Pa. 
C. D. HOLLISTER, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 
W. G. McKIgz, Rochester Gas and 
Electric Corp., Rochester, N. Y. 
T. O. MCQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

W. M. SHEPHERD, Arkansas Power & 
Light Co., Little Rock, Ark. 

A. M. WADE, The Connecticut Light 
& Power Co., Berlin, Conn. 


LIVE BETTER ELECTRICALLY 
POLICY COMMITTEE 


Chairman, W. M. SHEPHERD, Ar- 
kansas Power & Light Co., Little 
Rock, Ark. 

B. G. CAMPBELL, Consumers Power 
Co., Jackson, Mich. 

FRANKLYN DICKINSON, Ohio Edison 
Co., Akron, Ohio 

W. I. DOLBEARE, Virginia Electric & 
Power Co., Richmond, Va. 

J. E. DOOLITTLE, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.Y. 

P. W. EMLER, American Electric 
Power Service Corp., New York, 
N. Y. 

M. JOSLIN, Commonwealth Edison 
Co., Chicago, IIl. 

F. M. KIMBALL, Kansas Gas & Elec- 
tric Co., Wichita, Kans. 

T. O. McQUISTON, Metropolitan Edi- 
son Co., Reading, Pa. 

J. H. MEAD, Southern California Edi- 
son Co., Los Angeles, Calif. 

A. M. WADE, The Connecticut Light 
& Power Co., Berlin, Conn. 

W. H. WAGNER, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

BASSETT WATSON, Texas Power & 
Light Co., Dallas, Texas 

DoN WILLIS, Arizona Public Service 
Co., Phoenix, Ariz. 


Live Better Electrically 
Planning Committee 


Chairman, J. H. K. SHANNAHAN, 
American Electric Power Service 
Corp., New York, N. Y. 
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C. E. ANDERSON, Virginia Electric 
and Power Co., Richmond, Va. 

W. T. CLARK, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

Mrs. JANE GRAU CRICKS, Duquesne 
Light Co., Pittsburgh, Pa. 

I. C. Dixon, Atlantic City Electric 
Co., Atlantic City, N. J. 

G. A. ENGLES, New Jersey Power & 
Light Co., Morristown, N. J. 

E. J. HuRLEY, The Detroit Edison 
Co., Detroit, Mich. 

J. R. JONES, Southern Services, Inc., 
Birmingham, Ala. 

J. V. MACDONALD, Boston Edison Co., 
Boston, Mass. 

C. L. MCNEESE, Houston Lighting & 
Power Co., Houston, Texas 

P. I. NAGLE, Columbus and Southern 
Ohio Electric Co., Columbus, Ohio 

H. R. NYE, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

W. E. PIERCE, Commonwealth Edi- 
son Co., Chicago, Ill. 

E. N. Pope, Carolina Power & Light 
Co., Raleigh, N. C. 

N. H. RANDALL, The Toledo Edison 
Co., Toledo, Ohio 

J. F. ROBERTS, Philadelphia Electric 
Co., Philadelphia, Pa. 

R. W. SCHMIDT, Indianapolis Power 
& Light Co., Indianapolis, Ind. 


Live Better Electrically 
Copy Review Committee 
Chairman, O. K. LEBLANC, Louisiana 
Power & Light Co., New Orleans, 

La. 

H. Briccs, Jr., Duquesne Light Co., 
Pittsburgh, Pa. 

W. D. Coss, Jr., Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. D. FURBER, Northern States Power 
Co., Minneapolis, Minn. 

J. W. LuMppP, Union Electric Co., St. 
Louis, Mo. 

DAVID REA, Duke Power Co., Char- 
lotte, N. C. 

M. A. REICHHELD, New England 
Electric System, Boston, Mass. 

J. M. STaFForD, JR., Kansas City 
Power & Light Co., Kansas City, 
Mo. 

J. P. WADE, Central Illinois Public 
Service Co., Springfield, Ill. 
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AREA DEVELOPMENT 
COMMITTEE 


Chairman, H. W. CARLOoss, Kentucky 
Utilities Co., Lexington, Ky. 


R. Y. ADAMS, American Electric 
Power Service Corp., New York, 
NH: Y. 

C. H. ADLER, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N.. ¥. 

A. V. K. BaBcock, Arizona Public 
Service Co., Phoenix, Ariz. 

R. K. BARRATT, The Empire District 
Electric Co., Joplin, Mo. 

J. S. BARTLETT, Potomac Electric 
Power Co., Washington, D. C. 

R. D. BEST, Ohio Edison Co., Akron, 
Ohio 

J. H. Box, Mississippi Power & Light 
Co., Jackson, Miss. 

G. L. BRECKENRIDGE, Rochester Gas 
and Electric Corp., Rochester, 
N.Y. 

H. L. BREWER, Consumers Power, Co., 
Jackson, Mich. 

R. K. BROWN, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

D. P. CALDWELL, Florida Power & 
Light Co., Miami, Fla. 

G. B. CATLIN, The Detroit Edison 
Co., Detroit, Mich. 

J. H. COATES, Ebasco Services, Inc., 
New York N. Y. 

E. R. Cote, The Hartford Electric 
Light Co., Hartford, Conn. 

L. H. Day, Iowa-Illinois Gas and 
Electric Co., Rock Island, IIl. 

C. W. DEEG, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. A. Ditpy, Arkansas Power & Light 
Co., Little Rock, Ark. 

J. D. EPPRIGHT, Texas Power & Light 
Co., Dallas, Texas 

M. D. EwING, Atlantic City Electric 
Co., Atlantic City, N. J. 

E. V. Gray, Long Island Lighting 
Co., Mineola, N. Y. 

W. C. GREEN, Alabama Power Co., 
Birmingham, Ala. 

L. P. GROWNEY, Pacific Power & 
Light Co., Portland, Ore. 

HARRY HANSEN, Orange and Rock- 
land Utilities, Inc., Nyack, N. J. 

E. B. HASKELL, The United Illumi- 
nating Co., New Haven, Conn. 

G. J. HAVEN, Union Electric Co., St. 
Louis, Mo. 


F. J. HERR, JR., Central and South 
West Corp., Chicago, IIl. 


A. H. HINES, JR., Florida Power 
Corp., St. Petersburg, Fla. 

W. J. JAMIESON, General Public Util- 
ities Corp., New York, N. Y. 

C. F. KELLS, Allegheny Power Sys- 
tem, Inc., New York, N. Y. 

R. P. LEE, The Connecticut Light & 
Power Co., Berlin, Conn. 

EDWARD LENIHAN, Public Service 
Electric and Gas Co., Newark, 
N. J. 

F. B. MAHON, Duquesne Light Co., 
Pittsburgh, Pa. 

O. C. MAYER, Idaho Power Co., Boise, 
Idaho 

E. M. MoLLoy, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. D. Morrison, Central 
Power Co., Augusta, Maine 

R. F. MUELLER, Northern States 
Power Co., Minneapolis, Minn. 

S. G. NEEL, Puget Sound Power & 
Light Co., Seattle, Wash. 

GORDON PARKER, Public Service Co. 
of Colorado, Denver, Colo. 

W. G. Parry, New Jersey Power & 
Light Co., Morristown, N. J. 

L. L. PETERSON, Interstate Power 
Co., Dubuque, Iowa 

ScoTT PHELPS, Iowa Public Service 
Co., Sioux City, Iowa 

W. J. PuGH, Jr., The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

W. P. SAYLES, West Texas Utilities 
Co., Abilene, Texas 

W. F. SEYMour, New England Elec- 
tric System, Boston, Mass. 

J. W. SHYNE, Boston Edison Co., 
Boston, Mass. 

C. P. SPELLMAN, Virginia Electric 
and Power Co., Richmond, Va. 

D. E. STEWART, Carolina Power & 
Light Co., Raleigh, N. C. 

J. B. STRUWE, Southwestern Electric 
Power Co., Shreveport, La. 

W. W. TALBOTT, The Montana Power 
Co., Butte, Mont. 

R. F. Torrey, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., West Spring- 
field, Mass. 

J.S. WALSH, Pacific Gas and Electric 
Co., San Francisco, Calif. 

W. C. WELCH, Columbus and South- 
ern Ohio Electric Co., Columbus, 
Ohio 

J. I. WHEELER, Texas Electric Service 
Co., Fort Worth, Texas 


Maine 
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._H. WHITE, Utah Power & Light 
Co., Sait Lake City, Utah 

’, A. YATES, JR., Georgia Power Co., 
Atlanta, Ga. 

. S. YounG, Kansas City Power & 
Light Co., Kansas City, Mo. 


SALES PERSONNEL AND 
TRAINING COMMITTEE 


hairman, LELAND HOLTMAN, Public 
Service Co. of Indiana, Inc., Plain- 
field, Ind. 


T. BENNETT, Montana-Dakota 
Utilities Co., Minneapolis, Minn. 
B. CARNEY, Niagara Mohawk 

Power Corp., Syracuse, N. Y. 

i, A. HAHN, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

S. W. HUNTSMAN, Public Service 
Co. of Colorado, Denver, Colo. 

G. A. JENNINGS, Kansas City Power 
& Light Co., Kansas City, Mo. 

L. D. KNEEN, Northern States Power 
Co., Minneapolis, Minn 

H. L. LANCHANTIN, Long Island 
Lighting Co., Mineola, N. Y. 

E. J. LEE, Consumers Power Co., 
Jackson, Mich. 

.. T. MAZzZUCCHI, The Hartford Elec- 

tric Light Co., Hartford, Conn. 
C. MELTON, Potomac Electric 

Power Co., Washington, D. C. 

R. J. MILLER, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
H. R. Potts, Columbus and Southern 

Ohio Electric Co., Columbus, Ohio 
J.S. C. Ross, Pacific Gas and Electric 
Co., San Francisco, Calif. 
G. J. STEFFEN, Union Electric Co., 
St. Louis, Mo. 


COMMERCIAL GROUP 


Chairman, L. T. CALE, Alabama 
Power Co., Birmingham, Ala. 


Commercial Cooking and Water 
Heating Committee 


Chairman, J. C. NEWHOUSE, North- 
ern States Power Co., Minneapolis, 
Minn. 


J. L. BEAVER, Metropolitan Edison 
Co., Reading, Pa. 

H. M. BLACKBURN, Potomac Electric 
Power Co., Washington, D. C. 

H. E. CARNEY, The Toledo Edison 
Co., Toledo, Ohio 

S. E. CRAGAN, NEES-Massachusetts 
Electric Co., Worcester, Mass. 
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A. R. HAMPSEY, JR., Duquesne Light 
Co., Pittsburgh, Pa. 

R. B. JENSEN, New Jersey Power & 
Light Co., Morristown, N. J. 

A. E. KETTELHUT, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
R. T. LAYFIELD, Georgia Power Co., 

Atlanta, Ga. 

J. S. MARTIN, Texas Power & Light 
Co., Dallas, Texas 

O. R. MONROE, Southern California 
Edison Co., Los Angeles, Calif. 

NICHOLAS PATNAY, Pennsylvania 
Power & Light Co., Allentown, Pa. 

I. E. PIERCE, New York State Elec- 
tric & Gas Corp., Binghamton, 
m.. %. 

J. S. RAGLAND, Virginia Electric and 
Power Co., Richmond, Va. 

W. H. ROLL, West Penn Power Co., 
Greensburg, Pa. 

R. G. SHEAHAN, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

P. B. SHEPPARD, Boston Edison Co., 
Boston, Mass. 

F. L. SHINER, Dallas Power & Light 
Co., Dallas, Texas 

C. E. Sperow, Ohio Edison Co., 
Akron, Ohio 

J. W. WATERS, Philadelphia Electric 
Co., Philadelphia, Pa. 

M. I. WINTER, Arkansas Power & 
Light Co., Little Rock, Ark. 

J. C. ZEILER, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 


Commercial Lighting 
Committee 


Chairman, W. P. GRAHAM, Philadel- 
phia Electric Co., Philadelphia, Pa. 

J. W. BIGLEY, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

A. C. BRODEUR, JR., Western Massa- 
chusetts Electric Co., West Spring- 
field, Mass. 

E. A. BROWN, NEES-Suburban Elec- 
tric Co., Malden, Mass. 

R. R. CAHAL, JR., Ebasco Services, 
Inc., New York, N. Y. 

J. L. CAMPBELL, New Orleans Public 
Service, Inc., New Orleans, La. 

R. J. COLEMAN, Consolidated Edison 
Co. of New York, Inc.,.Mount Ver- 
non, N. Y. 

W. C. CUMMINGS, JR., Public Service 
Electric and Gas Co., Newark, 
NM... 

J. F. DICKERHOFF, Long Island 
Lighting Co., Mineola, N. Y. 


J. W. ELRop, Georgia Power Co., 
Atlanta, Ga. 

W. E. Fotsom, Dallas Power & Light 
Co., Dallas, Texas 

PAUL GIBSON, Baltimore Gas and 
Electric Co., Baltimore, Md. 

G. A. GRIER, The Dayton Power and 
Light Co., Dayton, Ohio 

R. F. HARTENSTEIN, Ohio Edison Co., 
Akron, Ohio 

H. R. JONES, West Penn Power Co., 
Greensburg, Pa. 

W. J. KELLY, Central Hudson Gas & 
Electric Corp., Newburgh, N. Y. 
F. A. KENDER, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 

Ohio 

WAYNE KUNDE, Duquesne Light Co., 
Pittsburgh, Pa. 

D. D. LEEs, Atlantic City Electric 
Co., Atlantic City, N. J. 

C. W. McCormick, The Connecticut 
Light & Power Co., Berlin, Conn. 

W. P. MCPHERSON, Carolina Power 
& Light Co., Raleigh, N. C. 

J. B. NAPIER, American Electric 
Power Service Corp., New York, 
MY. 

R. L. SAWYIER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
W. A. STANNARD, Consumers Power 

Co., Jackson, Mich. 

L. E. TAYLER, The Detroit Edison 
Co., Detroit, Mich. 

L. C. TWICHELL, Rochester Gas and 
Electric Corp., Rochester, N. Y. 


Electric Space Heating and 
Air Conditioning Committee 


Chairman, A. F. SOUTHWICK, Con- 
sumers Power Co., Jackson, Mich. 
F. O. ANDERSON, Northern States 
Power Co., Minneapolis, Minn. 
L. E. BLADES, Arkansas Power & 
Light Co., Little Rock, Ark. 

D. V. BoNEY, Atlantic City Electric 
Co., Atlantic City, N. J. 

GLYDEWELL BuURDICK, Wisconsin Pow- 
er and Light Co., Madison, Wis. 

G. H. CHEEK, Duke Power Co., Char- 
lotte, N. C. 

A. C. CRAWFORD, Potomac Electric 
Power Co., Washington, D. C. 

F. R. DESANTI, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

R. L. DUNTEN, Central Power and 
Light Co., Corpus Christi, Texas 
T. W. FULLER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
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E. H. GARDINER, JR., Texas Power & 
Light Co., Dallas, Texas 

GEORGE GILROY, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

A. C. GOODWIN, Gulf Power Co., Pen- 
sacola, Fla. 

E. B. HASKELL, The United Illumi- 
nating Co., New Haven, Conn. 

G. C. JAMISON, Western Massachu- 
setts Electric Co., Springfield, 
Mass. 

P. A. KINSEY, Metropolitan Edison 
Co., Reading, Pa. 

G. D. LEACH, JR., Tampa Electric 
Co., Tampa, Fla. 

J. C. LEACH, Commonwealth Edison 
Co., Chicago, IIl. 

J. F. Lowrey, Philadelphia Electric 
Co., Philadelphia, Pa. 

J. M. LYDON, Boston Edison Co., Bos- 
ton, Mass. 

G. H. MAIZE, Duquesne Light Co., 
Pittsburgh, Pa. 

W. H. MANN, JR., The Toledo Edison 
Co., Toledo, Ohio 

G. W. McELHANEY, Ohio Edison Co., 
Akron, Ohio 

LEE NICHOLSON, The Kansas Power 
and Light Co., Topeka, Kan. 

J. R. PARKER, Southern California 
Edison Go., Los Angeles, Calif. 

R. W. PATERSON, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

J. R. REDDIG, The Potomac Edison 
Co., Hagerstown, Md. 

L. B. RESLER, Ohio Power Co., Can- 
ton, Ohio 

J. B. RHEA, West Penn Power Co., 
Greensburg, Pa. 

HuGH RosBerTs, Alabama Power Co., 
Mobile, Ala. 

W. A. SHERMAN, New England Elec- 
tric System, Boston, Mass. 

M. D. STouT, JR., Monongahela Power 
Co., Fairmont, W. Va. 

D. L. THOMPSON, New Jersey Power 
& Light Co., Morristown, N. J. 

T. I. WETHERINGTON, JR., Florida 
Power Corp., St. Petersburg, Fla. 

H. T. Yorr, Georgia Power Co., At- 
lanta, Ga. 


Street and Highway Lighting 
Committee 
Chairman, L. M. LEACHE, Potomac 


Electric Power Co., Washington, 
BD: ¢. 
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W. W. ATCHISON, New York State 
Electric & Gas Corp., Binghamton, 
NX 

C. T. BALLARD, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

J. A. BANTON, Tampa Electric Co., 
Tampa, Fla. 

H. F. CARROLL, Pennsylvania Power 
& Light Co., Allentown, Pa. 

R. E. DAHLIN, Southern California 
Edison Co., Los Angeles, Calif. 
J. L. FICHTNER, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

J. H. HARDY, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

M. V. HARMAN, Union Electric Co., 
St. Louis, Mo. 

W. R. HARwoop, The Connecticut 
Light & Power Co., Berlin, Conn. 

H .G. HRIVNATZ, Houston Lighting & 
Power Co., Houston, Texas 

W. W. KIMMEL, 8SR., Baltimore Gas 
and Electric Co., Baltimore, Md. 

L. H. LINGEMANN, Duquesne Light 
Co., Pittsburgh, Pa. 

J. A. MACCRACKEN, New England 
Electric System, Boston, Mass. 

R. B. MCFARLAND, Central Maine 
Power Co., Augusta, Maine 

R. B. NEWMAN, Otter Tail Power 
Co., Fergus Falls, Minn. 

H. S. NONNEMAN, The _ Dayton 
Power and Light Co., Dayton, Ohio 

D. B. RAYMOND, Iowa Public Service 
Co., Sioux City, Iowa 

E. L. RAYMOND, The Cleveland Elec- 
tric Illuminating Co., Cleveland, 
Ohio 

D. S. SCHAAB, Orange and Rockland 
Utilities, Inc., Nyack, N. Y. 

S. L. SEILER, New Orleans Public 
Service, Inc., New Orleans, La. 

J. H. SHAW, Utah Power & Light 
Co., Salt Lake City, Utah 

H. E. SPENCER, Delaware Power and 
Light Co., Wilmington, Del. 

R. L. STRICKLAND, Central Hudson 
Gas & Electric Corp., Kingston, 
N. Y. 

WILLIAM TAYLOR, JR., Philadelphia 
Electric Co., Philadelphia, Pa. 

G. A. TROSPER, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 

C. E. WALDRON, Niagara Mohawk 
Power Corp., Albany, N. Y. 

G. G. WHEELER, Northern States 
Power Co., Minneapolis, Minn. 


FARM GROUP 


Chairman, L. H. HAMMOND, New 
York State Electric & Gas Corp., 
Binghamton, N. Y. 


Farm Research and 
Development Committee 


Chairman, D. N. STILES, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 


W. D. BEARDSLEE, Columbus and 
Southern Ohio Electric Co., Co- 
lumbus, Ohio 

BRADFORD BrRooKS, Public Service Co. 
of New Hampshire, Manchester, 
N. H. 

D. D. CRANZ, Ohio Edison Co., Akron, 
Ohio 

H. B. ENGLE, Atlantic City Electric 
Co., Millville, N. J. 

S. J. FoLks, Jr., Florida Power Corp., 
St. Petersburg, Fla. 

A. G. Fox, New England Electric 
System, Clinton, Mass. 

H. M. Gipps, Texas Power & Light 
Co., Dallas, Texas 

J. M. GOODMAN, South Carolina Elec- 
tric & Gas Co., Denmark, S. C. 

O. G. HUNT, Puget Sound Power & 
Light Co., Bellevue, Wash. 

D. L. JORDIN, The Washington Water 
Power Co., Spokane, Wash. 

VIRGIL MARVIN, The Toledo Edison 
Co., Toledo, Ohio 

Ross MAUNEY, Arkansas Power & 
Light Co., Little Rock, Ark. 

F. C. MIRAMONTES, Pacific Gas and 
Electric Co., San Francisco, Calif. 

R. E. MONINGER, Public Service Co. 
of Colorado, Denver, Colo. 

W. J. RipouT, JR., Carolina Power & 
Light Co., Raleigh, N. C. 

E. G. SCHIESL, Western Power & Gas 
Co., Pueblo, Colo. 

L. N. SIME, Arizona Public Serv- 
ice Co., Phoenix, Ariz. 

H. J. SOWDERS, The Dayton Power 
and Light Co., Dayton, Ohio 

D. C. STABLES, Virginia Electric and 
Power Co., Richmond, Va. 

D. E. WIMBERLY, Arkansas-Missouri 
Power Co., Blytheville, Ark. 


Farm Sales Committee 


Chairman, W. G. RUSSELL, Wiscon- 
sin Power and Light Co., Madison 
Wis. 
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’, K. CADMAN, Kansas Gas and Elec- 
tric Co., Wichita, Kan. 

S. Crist, West Penn Power Co., 
Greensburg, Pa. 

G. CUMMINGS, Iowa Southern 
Utilities Co., Centerville, Iowa 
. K. DERRY, Ohio Power Co., Canton, 
Ohio 
. J. FLYNN, Orange and Rockland 
Utilities, Inc., Middletown, N. Y. 

[. A. GETTINGER, Northern Indiana 
Public Service Co., Hammond, Ind. 

S. GILBERT, Idaho Power Co., 
Boise, Idaho 

G. E. HARMES, Iowa Public Service 
Co., Sioux City, Iowa 

DELAMAR HOLT, Utah Power & Light 
Co., Salt Lake City, Utah 

C. E. JEERINGS, Rochester Gas and 
Electric Corp., Rochester, N. Y. 

R. R. JONES, Louisiana Power & 
Light Co., New Orleans, La. 

C. P. KOMMERS, The Montana Power 
Co., Butte, Mont. 

L. W. LAWSON, Central Vermont 
Public Service Corp., Rutland, Vt. 

F. G. MACKANESS, Portland, Gen- 
eral Electric Co., Portland, Ore. 

E. R. Murphy, Kentucky Utilities 
Co., Lexington, Ky. 

R. A. NELSON, Minnesota Power & 
Light Co., Duluth, Minn. 

L. R. NICHOLSON, The Kansas Power 
and Light Co., Topeka, Kan. 

M. B. PENN, Alabama Power Co., 
Birmingham, Ala. 

JOHN POTTER, Gulf Power Co., 
De Funiak Springs, Fla. 

H. O. ROBERTS, JR., Central Power 
and Light Co., Corpus Christi, 
Texas 

A. H. SCHMIDT, Pacific Power & 
Light Co., Medford, Ore. 

J. H. SCHREIER, Northern States 
Power Co., Eau Claire, Wis. 

L. T. WANSLEY, Georgia Power Co., 
Atlanta, Ga. 


Farm Youth Committee 


Chairman, E. R. HEACOCK, Central 
Illinois Public Service Co., Spring- 
field, Ill. 

DON ADAMS, Florida Power & Light 
Co., Palatka, Fla. 

F. R. BAILEY, Central Maine Power 
Co., Augusta, Maine 

C. A. BRADFORD, Public Service Co. 
of Oklahoma, Tulsa, Okla. 
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P. A. COCHRAN, Delaware Power & 
Light Co., Wilmington, Del. 

J. E. COLLINS, Appalachian Power 
Co., Roanoke, Va. 

J. L. COPEMAN, Monongahela Power 
Co., Fairmont, W. Va. 

A. H. Gray, JR., Southwestern Elec- 
tric Power Co., Shreveport, La. 

C. R. GUSTAFSON, Otter Tail Power 
Co., Fergus Falls, Minn. 

J. L. HAys, West Texas Utilities Co., 
Abilene, Texas 

NATHAN HAw, Northern States 
Power Co., Minneapolis, Minn. 

E. D. Lopwick, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 
H. F. THOMPSON, Central Louisiana 
Electric Co., Inc., Pineville, La. 
MuRRAY WIGSTEN, Central Hudson 
Gas & Electric Corp., Poughkeep- 

sie, N. Y. 


INDUSTRIAL POWER AND 
HEATING GROUP 


Chairman, A. D. SPILLMAN, Phila- 
delphia Electric Co., Philadelphia, 
Pa. 


General Power and 
Heating Committee 


Chairman, R. W. BASCHNAGEL, Ro- 
chester Gas and Electric Corp., 
Rochester, N. Y. 


J. H. AHRENS, The Hartford Electric 
Light Co., Hartford, Conn. 

W. R. ANKROM, Ohio Power Co., Can- 
ton, Ohio 

G. R. BLACK, Wisconsin Electric 
Power Co., Milwaukee, Wis. 

F. E. CAULFIELD, New England Elec- 
tric System, Boston, Mass. 

F. J. DEYE, The Cincinnati Gas & 
Electric Co., Cincinnati, Ohio 

P. A. DUKER, The Detroit Edison Co., 
Detroit, Mich. 

J. B. ELLSWORTH, Boston Edison Co., 
Boston, Mass. 

H. C. GAUSE, Alabama Power Co., 
Birmingham, Ala. 

M. H. GERHARD, Consumers Power 
Co., Jackson, Mich. 

L. F. KIELSMEIER, Ohio Edison Co., 
Akron, Ohio 

G. A. Nay, Monongahela Power Co., 
Fairmount, W. Va. 

C. C. SHOTWELL, Philadelphia Elec- 
tric Co., Philadelphia, Pa. 

C. J. SODERGREN, Baltimore Gas and 
Electric Co., Baltimore, Md. 


H. M. STEINER, Long Island Lighting 
Co., Mineola, N. Y. 

W. H. STEINHAUER, The Toledo Edi- 
son Co., Toledo, Ohio 


Industrial Sales Methods 
Committee 


Chairman, Q. Q. QUINN, The Con- 
necticut Light & Power Co., Berlin, 
Conn. 


W. E. CAMERON, Pennsylvania Power 
& Light Co., Allentown, Pa. 

S. L. CHAPIN, Public Service Electric 
and Gas Co., Newark, N. J. 

J. H. COATES, Ebasco Services, Inc., 
New York, N. Y. 

L. V. DuGAs, Gulf States Utilities Co., 
Beaumont, Texas 

T. D. HoskINs, Louisiana Power & 
Light Co., New Orleans, La. 

J. G. HOWARD, American Electric 
Power Service Corp., New York, 
N.Y. 

W. D. HOWELL, Pacific Gas and Elec- 
tric Co., San Francisco, Calif. 
W. P. LYMAN, Carolina Power & 

Light Co., Raleigh, N. C. 

P. W. McCorMIck, Union Electric 
Co., St. Louis, Mo. 

J. F. MorTON, New Orleans Public 
Service, Inc., New Orleans, La. 

J. M. SACKL, The Cleveland Electric 
Illuminating Co., Cleveland, Ohio 
P. W. SPELL, Northern States Power 

Co., Minneapolis, Minn. 

W. J. STEPIEN, JR., Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

T. L. VAN Law, Southern California 
Edison Co., Los Angeles, Calif. 

R. W. WAGES, Georgia Power Co., 
Atlanta, Ga. 


Industrial Space 
Conditioning Committee 


Chairman, F. F. DICKMANN, West 
Penn Power Co., Greensburg, Pa. 


J. C. AULL, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

L. D. FLINCHBAUGH, Central Hudson 
Gas & Electric Corp., Poughkeep- 
sie, N. Y. 

L. P. FRIES, New York State Electric 
& Gas Corp., Binghamton, N. Y. 
F. R. Knipp, The Dayton Power and 

Light Co., Dayton, Ohio 

T. B. KNox, Virginia Electric and 
Power Co., Richmond, Va. 

O. H. Lewis, Kentucky Utilities Co., 
Lexington, Ky. 
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J. W. O’NAN, Duquesne Light Co., 
Pittsburgh, Pa. 

L. C. RoE, Atlantic City Electric Co., 
Pleasantville, N. J. 

V. A. SECHLER, American Electric 
Power Service Corp., New York, 
n. Y. 

J. M. TURNBULL, Western Massachu- 
setts Electric Co., West Springfield, 
Mass. 

E. J. VAN DEUSEN, New Jersey 
Power & Light Co., Morristown, 
N.. J. 

C. F. WAYHAM, Central Illinois Pub- 
lic Service Co., Beardstown, IIl. 


RESIDENTIAL GROUP 


Chairman, J. H. K. SHANNAHAN, 
American Electric Power Service 
Corp., New York, N. Y. 


Home Service Committee 


Chairman, MRS. MARGUERITE FEN- 
NER, Pacific Gas and Electric Co., 
San Francisco, Calif. 

Miss ANNA BINES, Texas Electric 
Service Co., Fort Worth, Texas 
Mrs. ERMA MEEKS BOYEN, The Ha- 
waiian Electric Co., Ltd., Hono- 

lulu, Hawaii 

Miss EVELYN BROCKETT, The Cleve- 
land Electric Illuminating Co., 
Cleveland, Ohio 

MISS MARGARET BUCHAN, Indiana & 
Michigan Electric Co., Fort Wayne, 
Ind. 

Miss ROSAMOND L. CARLSON, North- 
ern States Power Co., Minneapolis 
Minn. 

Miss MIRIAM A. CARROLL, Boston 
Edison Co., Boston, Mass. 

Mrs. JANE GRAU CRICKS, Duquesne 
Light Co., Pittsburgh, Pa. 

Miss LOIS FANKHANEL, Otter Tail 
Power Co., Fergus Falls, Minn. 
Miss ERNA FISHER, The Hartford 

Electric Light Co., Hartford, Conn. 

Mrs. JULIA F. FOSTER, Pennsylvania 
Power & Light Co., Allentown, Pa. 

MIss BETTY JANE FRAHM, Montana- 
Dakota Utilities Co., Bismarck, 
N. D. 

MIss EVELYN HANSEN, Utah Power 
& Light Co., Salt Lake City, Utah. 

Mrs. FRANCES HARDING, Alabama 
Power Co., Birmingham, Ala. 

Mrs. ANNE H. KLotz, The Toledo 
Edison Co., Toledo, Ohio 
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Miss EMMA A. KocH, West Penn 
Power Co., Greensburg, Pa. 

Miss RUTH D. KRUGER, Arizona Pub- 
lic Service Co., Phoenix, Ariz. 

Mrs. MILDRED LESSENICH, Wisconsin 


Electric Power Co., Milwaukee, 
Wis. 

MIss FRANCES MANESS, Virginia 
Electric and Power Co., Richmond, 
Va. 

Miss IRENE L. MUNTZ, Rochester 


Gas and Electric Corp., Rochester, 
N.. Y. 

Miss JUDITH E. O’FLAHERTY, Phila- 
delphia Electric Co., Philadelphia, 
ra. 

Mrs. ANNE OGDEN, Portland General 
Electric Co., Portland, Ore. 

Miss ELIZABETH PARKER, Georgia 
Power Co., Atlanta, Ga. 

Mrs. MARIAN W. RADCLIFFE, Florida 
Power Corp., St. Petersburg, Fla. 

MIss JULIA ROBERTS, Savannah Elec- 
tric and Power Co., Savannah, Ga. 

Miss MARION SEITZ, Consolidated 
Edison Co. of New York, Inc., 
New York, N. Y. 

Miss RUTH SHANK, Union Electric 
Co., St. Louis, Mo. 

Miss NORA STEG, Kansas Gas and 
Electric Co., Wichita, Kan. 

Mrs. MARGUERITE G. SURLES, Caro- 
lina Power & Light Co., Raleigh, 
i oF 

Miss SUZANNE WOFFORD, Potomac 
Electric Power Co., Washington, 
D. C. 

Miss MISKEL WOLFINGER, Southern 
Indiana Gas and Electric Co., 
Evansville, Ind. 


Residential Electric Heating and 
Air Conditioning Committee 
Chairman, C. E. ANDERSON, Virginia 
Electric and Power Co., Richmond, 

Va. 

J. F. Burt, Western Massachusetts 
Electric Co., West Springfield, 
Mass. 

2. W. BuTTs, Ohio Edison Co., Akron, 
Ohio 

R. C. BYTHEWOOD, Georgia Power 
Co., Atlanta, Ga. 

F. D. CHURCHILL, American Electric 
Power Service Corp., New York, 
N: Y. 

J. H. W. CLELAND, West Penn Power 
Co., Greensburg, Pa. 


L. P CoHRON, The Cincinnati Gas 
& Electric Co., Cincinnati, Ohio 

F. T. ELLENBERG, Atlantic City Elec- 
tric Co., Atlantic City, N. J. 

V. P. GAYLE, Gulf States Utilities 
Co., Beaumont, Texas 

T. E. HAMMETT, Oklahoma Gas and 
Electric Co., Oklahoma City, Okla. 

P. M. JENSEN, Portland General 
Electric Co., Portland, Ore. 

A. C. KELLER, Indianapolis Power & 
Light Co., Indianapolis, Ind. 

L. L. Koontz, Appalachian Power 
Co., Roanoke, Va. 

T. W. MCKENNA, Delaware Power & 
Light Co., Wilmington, Del. 

T. K. REEVES, Pennsylvania Power & 
Light Co., Allentown, Pa. 

L. H. RIvE, Long Island Lighting Co., 
Mineola, N. Y. 

B. F. SHIELDS, Potomac Electric 
Power Co., Washington, D. C. 

E. F. SHIELDS, New England Electric 
System, Boston, Mass. 

A. J. SMALLEY, Duquesne Light Co., 
Pittsburgh, Pa. 

R. W. SMITH, Metropolitan Edison 
Co., Reading, Pa. 

J. L. SULLIVAN, Boston Edison Co., 
Boston, Mass. 

D. E. VINCENT, Niagara Mohawk 
Power Corp., Syracuse, N. Y. 

J. W. WILDER, Ohio Power Co., Can- 
ton, Ohio 

R. M. Woop, Ebasco Services, Inc., 
New York, N. Y. 


Residential Promotion Committee 


Chairman, H. R. NYE, Western 
Massachusetts Electric Co., West 
Springfield, Mass. 

R. L. ALBAUGH, Indiana & Michigan 
Electric Co., Fort Wayne, Ind. 

T. G. ALLAN, West Penn Power Co., 
Greensburg, Pa. 

O. W. AMADOR, Iowa Electric Light 
and Power Co., Cedar Rapids, Iowa 

G. G. BAILEY, Commonwealth Edison 
Co., Chicago, III. 

J. J. BARRY, Boston Edison Co., Bos- 
ton, Mass. 

D. S. BEAN, Philadelphia Electric Co., 
Philadelphia, Pa. 

D. E. BooTEs, Columbus and South- 


ern Ohio Electric Co., Columbus, 
Ohio 


EDISON ELECTRIC INSTITUTE BULLETIN 





i Gas 
hio 

 Elec- 
‘ilities 
SS and 
Okla. 
eneral 
wer & 
Power 
wer & 
wer & 
Zz Co., 
lectric 
C. 

lectric 
it Co., 
1dison 


n Co., 


yhawk 


r 


-Can- 


Inc., 


littee 


stern 
West 


higan 

id. 

r Co., 

Light 
Iowa 

‘dison 

. Bos- 


ic Co., 


outh- 
mbus, 


LETIN 





P. BROWN, Alabama Power Co., 
Birmingham, Ala. 

. A. Byron, The Connecticut Light 
& Power Co., Berlin, Conn. 

{. T. CARTER, Public Service Co. of 
New Hampshire, Manchester, N.H. 
T. CATHERWOOD, Long Island 
Lighting Co., Mineola, N. Y. 

k. M. DoucLass, Dallas Power & 
Light Co., Dallas, Texas 

. A. DUNN, The United Illuminat- 
ing Co., Bridgeport, Conn. 

G. A. ENGLES, New Jersey Power 
& Light Co., Morristown, N. J. 
STELLA M. FETZER, The Cincinnati 
Gas & Electric Co., Cincinnati, 

Ohio 
H. R. GRAVATT, Long Island Lighting 
Co., Mineola, N. Y. 


B. W. HANSON, Northern States 
Power Co., Minneapolis, Minn. 
W. J. HEINRICHS, Southwestern Elec- 
tric Power Co., Shreveport, La. 
H. H. Hicks, Carolina Power & Light 
Co., Raleigh, N. C. 

A. B. LINDAUER, New Orleans Pub- 
lic Service, Inc., New Orleans, La. 

J. C. MESERVE, Southern California 
Edison Co., Los Angeles, Calif. 

W. R. MILBY, The Detroit Edison Co., 
Detroit, Mich. 

M. R. NORTON, Wisconsin Power and 
Light Co., Madison, Wis. 

M. A. O’MALLEY, New England Elec- 
tric System, Boston, Mass. 

F. C. PESVEYC, Public Service Elec- 
tric and Gas Co., Newark, N. J. 

B. D. QUIRK, Baltimore Gas and 
Electric Co., Baltimore, Md. 


R. N. ROBERTSON, Florida Power 
Corp., St. Petersburg, Fla. 

R. W. SCHMIDT, Indianapolis Power 
& Light Co., Indianapolis, Ind. 

LYNWOOD SCHRADER, Kentucky Utili- 
ties Co., Lexington, Ky. 

J. G. SNYDER, American Electric 
Power Service Corp., New York, 
N; Y.. 

E. T. STRONG, Central Hudson Gas 
& Electric Corp., Poughkeepsie, 
N:. ¥. 

J. F. WATERS, Monongahela Power 
Co., Fairmont, W. Va. 

E. P. WERLEY, Pennsylvania Power 
& Light Co., Allentown, Pa. 

RAYMOND WUCHER, Public Service 
Co. of Indiana, Inc., Plainfield, Ind. 

T. E. ZUBER, Philadelphia Electric 
Co., Philadelphia, Pa. 


EET Representatives on Joint Committees and Committees of Other 


Organizations — (Complete Listing as of Sept. 30, 1961) 


AIR CONDITIONING AND REFRIGERATING 


EQUIPMENT (ARI/EEI/NEMA) 


BRYCE BRADY, Oklahoma Gas and Electric Co. 


E. A. FISHER, Union Electric Co. 


Part I — Joint Committees 


Executive Committee 


C. D. HOLLISTER (Chmn.), Niagara Mohawk Power 
J. W. ANDERSON (Chmn.),* Philadelphia Electric Co. Corp. 


C. D. LAWRENCE, New England Electric System 


W. G. McKIE, Rochester Gas & Electric Corp. 


W. J. GOOGE, Southwestern Electric Power Co. 


H. W. GRATE, The Cincinnati Gas & Electric Co. 
G. M. NASH, Central Hudson Gas & Electric Corp. 
J. A. NELSON, Commonwealth Services, Inc. 

E. W. PETOSKEY, The Detroit Edison Co. 


C. K. PoArRcH (Alt.), EEI 


ALL-WEATHER COMFORT STANDARDS 


(EEI/NEMA) 


FRANKLIN DICKINSON (Chmn.), Ohio Edison Co. 
C. L OSTERBERGER, Louisiana Power & Light Co. 
L. E. PIERRON, Commonwealth Edison Co. 


ALUMINUM OVERHEAD SERVICE DROP CABLE 


(EEI/IPCEA) 


F. G. JOSBERGER (Chmn.), Long Island Lighting Co. 


A. B. CRAIG, Boston Edison Co. 


K. S. FIELD, Ebasco Services, Inc. 
H. F. HoOEBEL, American Electric 


Corp. 


BETTER LIGHT BETTER SIGHT BUREAU 


*“Chmn.” indicates the chairman of the EEI representation on the 


particular joint committee. 
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BITUMINOUS COAL RESEARCH, JOINT RE- 
SEARCH ADVISORY COMMITTEE 
(AEIC/EEI/BCR) 

P. H. HARTUNG, Public Service Electric & Gas Co. 


T. M. HoTCHKISss, Southern California Edison Co. 


. CONNECTORS 


FOR JOINING ALUMINUM IN 
OVERHEAD DISTRIBUTION (EEI/NEMA) 


F. E. SANFORD (Chmn.), Commonwealth Services, 


Inc. 


H. W. DANNETTELL, JR., Potomac Electric Power Co. 
J. LUMMIS, Southern California Edison Co. 
S. ROSENBACH, Duquesne Light Co. 


T. E. STARRS, Public Service Electric & Gas Co. 


COORDINATION COMMITTEE ON RADIO 


RECEPTION (EEI/EIA/NEMA) 
G. P. FALLON (Chmn.), Baltimore Gas and Electric 


Power Service Co. 


S. C. BARTLETT, American Electric Power Service 
S. L. KosLtow, Long Island Lighting Co. Corp. 
D. G. BLODGETT, The Detroit Edison Co. 


J. F. GILLESPIE, Philadelphia Electric Co. 
L. M. WEBB, The Hartford Electric Light Co. 
C. K. POARCH (AlIt.), EEI 
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DISTRIBUTION CUTOUTS AND POWER FUSE 
STANDARDS (EEI/NEMA) 
E. T. CouPpAL (Chmn.), Niagara Mohawk Power 
Corp. 
H. C. BINGHAM, The Cleveland Electric Illuminating 
Co. 
P. B. BoyD, Georgia Power Co. 
F. G. JOSBERGER, Long Island Lighting Co. 
J. F. HENNESSY, Baltimore Gas and Electric Co. 
G. D. STEVENS, Consumers Power Co. 
. L. WARE, Virginia Electric and Power Co. 
C. K. POARCH (Alt.), EEI 


R 
ELECTRIC WATER HEATERS (EEI/NEMA) 
D. E. WASHBURN (Chmn.), Boston Edison Co. 

E. O. GEORGE, The Detroit Edison Co. 
M. C. WESTRATE, Commonwealth Services, Inc. 
C. M. WALLACE, JR., Georgia Power Co. 


HEAT PUMP (AEIC/EEI) 
E. R. AMBROSE (Chmn.), American Electric Power 
Service Corp. 
. F. CARR, Baltimore Gas and Electric Co. 
. F. FORBES, Indianapolis Power & Light Co. 
. W. FULLER, Pacific Gas & Electric Co. 
L. GATES, Middle West Service Corp. 
. B. KNox, Virginia Electric and Power Co. 
W. MEGLEY, Boston Edison Co. 
. W. MCELHANEY, Ohio Edison Co. 
. M. NASH, Central Hudson Gas & Electric Corp. 


HEAT PUMP WATER HEATER PROJECT 
STEERING COMMITTEE (AEIC/EEI) 
E. R. AMBROSE, American Electric Power Service 
Corp. 
G. M. NASH, Central Hudson Gas & Electric Corp. 


HEAT STORAGE MATERIALS AND METHODS 
PROJECT STEERING COMMITTEE (AEIC/EEI) 
E. R. AMBROSE, American Electric Power Service 
Corp. 
G. M. NASH, Central Hudson Gas & Electric Corp. 


QQUAarAaAnrn 


HIGH VOLTAGE CABLE PROJECT STEERING 
COMMITTEE (AEIC/EEI) 

G. P. ADAMS, Niagara Mohawk Power Corp. 

J. J. RUECKERT, Baltimore Gas and Electric Co. 


HIGHER SECONDARY AND UTILIZATION 
VOLTAGES (EEI/NEMA) 


T. C. DUNCAN (Chmn.), Consolidated Edison Co. of 


New York, Inc. 
D. Burns, The Detroit Edison Co. 
F. A. Cox, Commonwealth Edison Co. 
J. F. HENNESSY, Baltimore Gas and Electric Co. 


H. F. HOEBEL, American Electric Power Service 


Corp. 


F. G. JOSBERGER (Alt.), Long Island Lighting Co. 


THE INDUSTRIAL ELECTRIFICATION COUNCIL 


Executive Committee 
M. I. ALLEN (Chmn.), Philadelphia Electric Co. 


E. O. GEORGE, The Detroit Edison Co. 

R. W. HELLER, Duquesne Light Co. 

C. D. LAWRENCE, New England Electric System 
E. A. WILSON, Alabama Power Co. 


INDUSTRY COMMITTEE ON INTERIOR WIRING 
DESIGN 

H. R. STEVENSON, The Detroit Edison Co. 

E. A. BRAND, Niagara Mohawk Power Corp. 


INSTRUMENT TRANSFORMERS FOR METER- 
ING PURPOSES (AEIC/EEI/NEMA) 
P. W. HALE (Chmn.), Consolidated Edison Co. of 
New York, Inc. 
G. B. M. ROBERTSON, Philadelphia Electric Co. 
F. H. RoGers, Baltimore Gas and Electric Co. 
J. F. Cook (Alt.), The Cleveland Electric Illuminat- 
ing Co. 
H. H. Kocu (Alt.), Ohio Edison Co. 
W. J. PIPER (Alt.), The Detroit Edison Co. 
A. T. HIGGINS (Alt.), EEI 


LEAKAGE CURRENTS (EEI/NEMA) 
J. A. BAUMGARTEN (Chmn.), Public Service Electric 
and Gas Co. 
H. A. Brown, Rochester Gas & Electric Corp. 
FRANK KAHN, Philadelphia Electric Co. 
F. E. SANFORD, Commonwealth Services, Inc. 
H. R. STEVENSON, The Detroit Edison Co. 
C. K. POARCH (Alt.), EEI 


METER MOUNTING AND TEST EQUIPMENT 
(AEIC/EEI/NEMA) 
G. B. M. ROBERTSON (Chmn.), Philadelphia Electric 
Co. 
P. W. HALE, Consolidated Edison Co. of New York, 
Inc. 
F. H. RoGERS, Baltimore Gas and Electric Co. 
J. F. Cook (Alt.), The Cleveland Electric [luminat- 
ing Co. 
H. H. KocuH (Alt.), Ohio Edison Co. 
W. J. PIPER (Alt.), The Detroit Edison Co. 
A. T. HIGGINS (Alt.), EEI 


MOTOR STARTING CURRENTS 
(AEIC/EEI/NEMA) 
J. W. ANDERSON (Chmn.), Philadelphia Electric Co. 
BRYCE BRADY, Oklahoma Gas and Electric Co. 
G. M. NASH, Central Hudson Gas & Electric Corp. 
J. A. NELSON, Commonwealth Services, Inc. 
E. W. PETOSKEY, The Detroit Edison Co. 
C. K. POARCH (Alt.), EEI 


NATIONAL COMMITTEE FOR UTILITIES RADIO 
(JOINT WITH 17 GROUPS) 
S. C. BARTLETT, American Electric Power Service 
Corp. 
E. D. GLATZEL, The Detroit Edison Co. 
L. E. LUDEKENS, Southern California Edison Co. 
C. K. POARCH (Alt.), EEI 
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NATIONAL WIRING BUREAU 
Executive Committee 


M. I. ALLEN, Philadelphia Electric Co. 
W. T. RICHARDS, Indianapolis Power & Light Co. 


Residential Task Group 
JOHN CATHERWOOD, Long Island Lighting Co. 
ROBERT NEEL, The Cincinnati Gas & Electric Co. 
F. C. PESVEYK, Public Service Electric and Gas Co. 


Commercial Task Group 
J. G. MCKEARIN, Western Massachusetts Electric Co. 
R. L. WEAVER, Philadelphia Electric Co. 
O. H. LASHLEY, JR., Potomac Edison Co. 


PLANT COORDINATION (EEI/BELL SYSTEM) 
J. R. NORTH (Chmn.), Commonwealth Services, Inc. 
T. J. BROSNAN, Niagara Mohawk Power Co. 

E. F. DISSMEYER, Ohio Edison Co. 

R. E. PIERCE, Ebasco Services, Inc. 

H. K. SELS, Public Service Electric and Gas Co. 

Chairman of Transmission & Distribution Commit- 
tee, ex officio 

H. E. KENT (Secy.), EEI 


Subcommittee on Development and Research 
Chairman of Transmission & Distribution Commit- 
tee, ex officio 
C. K. POARCH (Secy.), EEI 


POLE LINE HARDWARE (EEI/NEMA) 

E. TOPPING (Chmn.), Consumers Power Co. 

. BISHOP, Philadelphia Electric Co. 

. CLARK, Southern California Edison Co. 

. COUPAL, Niagara Mohawk Power Corp. 

. DAFFRON, Virginia Electric and Power Co. 

. HOFER, Public Service Co. of Colorado 

. JOSBERGER, Long Island Lighting Co. 

. LUNDIN, The Connecticut Light & Power Co. 

I. H. PURINTON, New Orleans Public Service Inc. 

C. H. WAGNER, American Electric Power Service 
Corp. 


Pm OO 
Zygon 


POWER CIRCUIT BREAKERS 
(AEIC/EEI/NEMA) 
R. L. WEBB (Chmn.), Consolidated Edison Co. of 
New York, Inc. 


Part If — Committees 


AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS 
Air Pollution Control 
W. C. BEATTIE, Consolidated Edison Co. of New 
York, Inc. 


Corrosion and Deposits From Combustien Gases, 
Research 
G. W. BicE, American Electric Power Service Corp. 


OCTOBER, 1961 


H. G. Frus, Duquesne Light Co. 

R. R. WAGSTAFF, United Engineers & Constructors, 
Inc. 

C. P. ZIMMERMAN, American Electric Power Service 
Corp. 

J. P. MARKEY (Alt.), EEI 


STACK PLUME OPACITY PROJECT, JOINT 
STEERING COMMITTEE (EEI/PHS) 
V. F. Estcourt, Pacific Gas & Electric Co. 
T. M. HotcHkiss, Southern California Edison Co. 
E. M. PARRISH, Duquesne Light Co. 
V. L. STONE, Commonwealth Edison Co. 


STREET LIGHTING EQUIPMENT, STANDARD- 
IZATION OF (EEI/NEMA) 

A. T. GREEN (Chmn.), Niagara Mohawk Power Corp. 

E. M. CLARK, Rochester Gas & Electric Corp. 

G. R. COFFMAN, Texas Power & Light Co. 

A. B. CRAIG, Boston Edison Co. 

R. E. DOUGHER, Duquesne Light Co. 

M. LoBas, The Cleveland Electric Illuminating Co. 

E. J. MARQUART, Ohio Edison Co. 

V. H. MINKNER, Indianapolis Power & Light Co. 

G. D. SMITH, Long Island Lighting Co. 

C. E. WHITAKER, JR., Narragansett Electric Co. 

W. A. ZANDER, The Detroit Edison Co. 

Chairman of Street Lighting Committee, Sales Divi- 

sion, ex officio 


VIBRATION IN HYDROELECTRIC POWER 
PLANTS (EEI/NEMA) 

G. J. VENCILL (Chmn.), Union Electric Co. 

H. R. DANIELS, Pacific Gas and Electric Co. 

O. L. Hooper, Stone & Webster Engineering Corp. 


WATTHOUR AND DEMAND METERS 
(AEIC/EEI/NEMA) 
F. H. Rocers (Chmn.), Baltimore Gas and Electric 
Co. 
G. B. M. ROBERTSON, Philadelphia Electric Co. 
P. W. HALE, Consolidated Edison Co. of New York, 
Inc. 
J. F. Cook (Alt.), The Cleveland Electric Iluminat- 
ing Co. 
H. H. KocuH (Alt.), Ohio Edison Co. 
W. J. Piper (Alt.), The Detroit Edison Co. 
A. T. HIGGINS (Alt.), EEI 


of Other Organizations 


Effect of Temperature on Properties of Metals, 
Research (ASME/ASTM) 

R. A. BAKER, Public Service Electric and Gas Co. 
Steering Committee for SP-5 and SP-6 Projects on 
Stainless Steel Pipe and Tubing 

H. M. SoLDAN, Public Service Electric and Gas Co. 


Fluid Meters, Research 
P. H. GRAVELLE, Toledo Edison Co. 
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High Temperature Steam Generation, Research 
S. N. FIALA, American Electric Power Service Corp. 


Properties of Steam, Research 
A. PASINI, The Detroit Edison Co. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS 
A-1, Steel 

A. E. KIRSCHNER, New England Electric System 
A-10, Chrome 

H. RICHARDS, Public Service Electric and Gas Co. 
C-16, Thermal Insulating Materials 

C. M. WEINHEIMER, The Detroit Edison Co. 
D-2, Petroleum Products and Lubricants 

R. G. KNIGHT, Duquesne Light Co. 
D-5, Coal and Coke 

A. O. BLATTER, Union Electric Co. 
D-9, Electrical Insulating Materials 

R. G. CALL, American Electric Power Service Corp. 
D-19, Water for Industrial Uses 

Vacancy 
D-22, Methods of Atmospheric Sampling and 
Analysis 

E. F. Wor, Baltimore Gas and Electric Co. 


AMERICAN STANDARDS ASSOCIATION (*) 
Electrical Standards Board 
H. E. Copy, The Cleveland Electric Illuminating Co. 
M. H. PRATT, Niagara Mohawk Power Corp. 
C. P. ZIMMERMAN, American Electric Power Service 
Corp. 
R. M. HavourD (Alt.), Public Service Electric and 
Gas Co. 
H. E. KENT (Alt.), EEI 
C. K. POARCH (Alt.), EEI 


Mechanical Standards Board 
C. E. ANDERSON, New England Electric System 
J. P. MARKEY (Alt.), EEI 
Nuclear Standards Board 
C. J. ZITEK, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI 
Safety Standards Board 
W. T. ROGERS, Ebasco Services, Inc. 
A. T. HIGGINS (Alt.), EEI 


Standards Council 
C. W. FRANKLIN, Consolidated Edison Co. of New 
York, Ine. 
E. R. Moore, The Detroit Edison Co. 
Vacancy 
H. E. KENT (Alt.), EEI 


Sectional Committees 


A-11—Industrial Lighting 
J. F. MORTON, New Orleans Public Service, Inc. 
K. G. ADGATE (Alt.), EEI 


*Electric Light & Power Group representative. See note page 


A-13—Scheme for Identification of Piping Systems 
Vacancy 
G. E. WATKINS (Alt.), EEI 

A-14—Safety Code for Ladders 
J. R. HANFORD, Public Service Electric and Gas Co. 
A. T. HIGGINS (Alt.), EEI 


A-23—Code for Lighting of School Buildings 
J. F. DICKERHOFF, Long Island Lighting Co. 
J. D. WALDNER (Alt.), EEI 
A-85—Protective Lighting for Industrial Properties 
L. C. TWICHELL, Rochester Gas & Electric Corp. 
A-92—Ladder Towers & Rolling Scaffolds 
L. A. WESTROM, Bureau of Safety 
H. W. DANNETTELL, JR. (Alt.), Potomac Electric 
Power Co. 
A-119—Standards for Mobile Homes & Travel 
Trailers 
W. R. MILBy, The Detroit Edison Co. 
C. K. PoarcH (Alt.), EEI 
b-16—Pipe Flanges and Fittings 
H. L. WALKER, Central Hudson Gas & Electric Corp. 
J. P. MARKEY (Alt.), EEI 
3-3 1—Code for Pressure Piping 
R. G. KERN, Union Electric Co. 
E. H. KriEG, Stone & Webster Engineering Corp. 
J. H. KLINE (Alt.), Commonwealth Services, Inc. 
J. P. MARKEY (Alt.), EEI 


B-36—Standardization of Wrought Iron and 
Wrought Steel Pipe & Tubings 
J. H. KLINE, Commonwealth Services, Inc. 
J. P. MARKEY (Alt.), EEI 
B-40—Pressure and Vacuum Gauges 
G. L. DIBBLE, South Carolina Electric & Gas Co. 
J. P. MARKEY (Alt.), EEI 
B-49—Shaft Couplings, Integrally Forged Flange 
Type for Hydroelectric Units 
E. B. STROWGER, Niagara Mohawk Power Corp. 
G. J. VENCILL, Union Electric Co. 
A. T. HIGGINS (Alt.), EEI 
C-1—National Electrical Code 
E. A. BRAND (Chmn.), Niagara Mohawk Power Corp. 
H. R. STEVENSON (Vice Chmn.), The Detroit Edison 
Co. 
C. K. POARCH (Secy.), EEI 
Panel on Introduction: E. A. BRAND, Niagara Mo- 
hawk Power Corp. 
Panel 1: E. A. BRAND, Niagara Mohawk Power 
Corp. 
: A. S. ANDERSON, Ebasco Services, Inc. 
: O. K. COLEMAN, Lafayette, Ind. 
C. L. LUCAL, Ohio Power Co. 
Panel 4: G. J. YANDA, The Cleveland Electric Ii- 
luminating Co. 
Panel 5: C. L. LUCAL, Ohio Power Co. 
H. H. Kocu (Alt.), Ohio Edison Co. 
Panel 6: H. R. STEVENSON, The Detroit Edison Co. 
W. R. MiLpy (Alt.), The Detroit Edison 
Co. 
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Panel 7: G. J. BRUNNER, The Cincinnati Gas & 

Electric Co. 
W. R. MILBy (Alt.), The Detroit Edison 

Co. 

Panel 8: J. L. ADAMS, Union Electric Co. 

Panel 9: R. J. ARTHUR, SR., Baltimore Gas and 
Electric Co. 

Panel 10: J. M. TURNBULL, Western Massachusetts 
Electric Co. 

Panel 11: G. B. M. ROBERTSON, Philadelphia Elec- 


tric Co. 
R. E. L. SHIRLEY (Alt.), Georgia Power 
Co. 
Panel 12: C. S. ALGER, Puget Sound Power & Light 
Co. 


Panel 13: W. R. ALLEN, Consolidated Edison Co. of 
New York, Inc. 

Panel 14: M. W. MCRAVEN, Houston Lighting & 
Power Co. 

Panel 15: L. D. DAME, Southern California Edison 
Co. 

Panel 16: W.S. FLOWERS, Pacific Gas & Electric Co. 

Panel 17: Vacancy 


U-2—National Electrical Safety Code 
T. J. BROSNAN, Niagara Mohawk Power Corp. 
C. K. PoARCH (Alt.), EEI 
C-6—Terminal Markings for Electrical Apparatus 
R. R. WAGSTAFF (Chmn.), United Engineers & Con- 
structors Inc. 
J. O. LANG, Dayton Power & Light Co. 
LEON BILK (Alt.), United Engineers & Constructors, 
Inc. 
J. P. MARKEY (Alt.), EEI 
Vacancy 
C-7—Bare Electrical Conductors 
D. HALLORAN (Alt.), Consolidated Edison Co. of 
New York, Inc. 
C-8—Insulated Wires and Cables 
G. E. DEAN, Public Service Electric and Gas Co. 
J. H. FooTE, Commonwealth Services, Inc. 
M. H. PRATT, Niagara Mohawk Power Corp. 
R. C. BLANKENBURG (Alt.), Southern California 
Edison Co. 
C. K. PoarRcH (Alt.), EEI 
C-12—Code for Electricity Meters 
P. W. HALE (Chmn.), Consolidated Edison Co. of 
New York, Inc. 
A. W. RAUTH, Consumers Power Co. 
G. B. M. ROBERTSON, Philadelphia Electric Co. 
F. H. Rocers, Baltimore Gas and Electric Co. 
G. J. YANDA, The Cleveland Electric Illuminating Co. 
J. W. DYE (Alt.), Long Island Lighting Co. 
L. O. STEGER (Alt.), Potomac Electric Power Co. 
A. T. HiGGINs (Alt.), EEI 


C-19—Industrial Control Apparatus 
J. A. HEFFERNAN, Public Service Electric and Gas Co. 
C. E. PAuLus, The Cleveland Electric Illuminating 
Co. 
J. P. MARKEY (Alt.), EEI 
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C-29—Insulators for Electric Power Lines 
K. J. FALCK (Chmn.), Philadelphia Electric Co. 
C. B. DOWNER, West Penn Power Co. 
T. H. Horer, Public Service Co. of Colorado 
E. L. JARRETT, Duquesne Light Co. 
R. L. RORDEN, American Electric Power Service Corp. 
C. K. POARCH (Alt.), EEI 


C-34—Mercury Are Rectifiers 
N. C. Storck, Wisconsin Electric Power Corp. 
C. K. POARCH (Alt.), EEI 
C-37—Power Switchgear 
J.H. Foote (Chmn.), Commonwealth Services, Ine. 
H. BARBER, New England Electric System 
O. BAUHAN, Public Service Electric and Gas Co. 
R. G. MEYERAND, Union Electric Co. 
R. R. WAGSTAFF (Alt.), United Engineers & Con- 
structors Inc. 
J. P. MARKEY (Alt.), EEI 


C-39—Electrical Measuring Instruments 
J. B. LEINBACH, Public Service Testing Laboratories 
A. T. HIGGINS (Alt.), EEI 


C-40—Storage Batteries 
O. B. BENSON, Boston Edison Co. 
P. B. WICKERSHAM, Philadelphia Electric Co. 
A. T. HIGGINS Alt.), EEI 


C-42—Definitions of Electical Terms 
H. E. KENT (Alt.), EEI 


C-50—Rotating Electrical Machinery 

C. E. ASBuRY (Chmn.), Commonwealth Services, Inc. 

R. W. GASKINS, Union Electric Co. 

R. A. HUSE, Public Service Electric and Gas Co. 

T. D. REIMERS, Consolidated Edison Co. of New York, 
Inc. 

B. VANNESS, JR., Pennsylvania Power & Light Co. 

J. P. FITZGERALD (Alt.), The Cleveland Electric IIl- 
luminating Co. 

C. L. Sipway (Alt.), Southern California Edison Co. 

J.Q. WRAY, JR. (Alt.), Duke Power Co. 

J. P. MARKEY (Alt.), EEI 


C-55—Capacitors 
V. P. RADER, American Electric Power Service Corp. 
L. M. ROBERTSON (Alt.), Public Service Co. of Colo- 
rado 
A. T. HIGGINS (Alt.), EEI 


C-57—Transformers, Regulators & Reactors 

J. A. PULSFoRD (Chmn.), Public Service Electric & 
Gas Co. 

R. J. BENTZEL, American Electric Power £ rvice 
Corp. 

G. K. KALLENBACH, Niagara Mohawk Power Corp. 

J. P. Lewis, Hartford Electric Light Co. 

J.S. PuGH, American Electric Power Service Corp. 

T. D. REIMERS, Consolidated Edison Co. of New 
York, Inc. 

T. F. WATSON, JR. (Alt.), Commonwealth Services, 
Ine. 

S. R. WooDZELL (Alt.), Potomac Electric Power Co. 

C. K. PoARCH (Alt.), EEI 
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C-59—Specifications and Methods of Test for 
Electrical Insulating Materials 
R. G. CALL, American Electric Power Service Corp. 
C. K. POARCH (Alt.), EEI 


C-62—Lightning Arresters 
E. F. DETuURK (Chmn.), Long Island Lighting Co. 
H. R. ARMSTRONG, The Detroit Edison Co. 
W. S. PRIicE, American Electric Power Service Corp. 
W. F. GRIFFARD (Alt.), Commonwealth Services, Inc. 
J. P. MARKEY (Alt.), EEI 


C-63—Radio Electrical Coordination 
G. P. FALLON (Chmn.), Baltimore Gas and Electric 
Co. 
CORBETT MCLEAN, Pacific Power & Light Co. 
C. K. PoARCH (Alt.), EEI 


C-68—S phere Gap Standards 
H. W. WICKHAM, Commonwealth Edison Co. 
A. T. HIGGINS (Alt.), EEI 


C-69—Electric Fences 
W.S. TAYMAN, Ohio Edison Co. 
A. T. HIGGINS (Alt.), EEI 


C-70—Household Electric Flatirons and Other 
Heat-Producing Portable Household Appliances 
J. A. BAUMGARTEN, Public Service Electric and Gas 
Co. 
H. A. Brown, Rochester Gas & Electric Corp. 
J. H. Foote, Commonwealth Services, Inc. 
L. Murray, Philadelphia Electric Co. 
H. R. STEVENSON, The Detroit Edison Co. 
C. K. PoaRcH (Alt.), EEI 


C-71—Household Electric Ranges 
J. H. Foote, Commonwealth Services, Inc. 
C. K. POARCH (Alt.), EEI 


C-72—-Electric Water Heaters 
C. M. TURNER (Chmn.), The Cincinnati Gas & Elec- 
tric Co. 
J. F. Burt, Western Massachusetts Electric Co. 
J. H. Foote, Commonwealth Services, Inc. 
J. J. GORMAN, Philadelphia Electric Co. 
H. I. MILLER, Wisconsin Public Service Co. 
C. K. POARCH (Alt.), EEI 


C-73—Attachment Plugs and Receptacles 
J. M. TURNBULL, Western Massachusetts Electric Co. 
C. K. POARCH (Alt.), EEI 


C-76—Apparatus Bushing Standardization 
E. L. SCHLOTTERE (Chmn.), Philadelphia Electric Co. 
T. J. ALLEN, Georgia Power Co. 
J. H. VIVIAN, Southern California Edison Co. 
K. L. WHEELER, The Cleveland Electric Illuminating 
Co. 
J.P. MARKEY (Alt.), EEI 


C-78—Incandescent and Fluorescent Lamps 
W. C. GREENWOOD, Public Service Electric & Gas Co. 
A. T. HIGGINS (Alt.), EEI 


C-80—Steel Raceways for Electric Wiring Systems 
H. R. STEVENSON, The Detroit Edison Co. 
C. K. POARCH (Alt.), EEI 


C-81—Electric Lamp Bases and Holders 
G. D. SAVAGE, Philadelphia Electric Co. 
A. T. HIGGINS (Alt.), EEI 


C-82—Lamp Ballasts 
G. D. SAVAGE, Philadelphia Electric Co. 
A. T. HIGGINS (Alt.), EEI 


C-88—Resistance Welding Machines 
A. LAMEIKA, Consumers Power Co. 
C. K. PoARCH (Alt.), EEI 


C-92—Insulation Coordination 

J. H. VIVIAN (Chmn.), Southern California Edison 
Co. 

H. R. ARMSTRONG, The Detroit Edison Co. 

R. N. SOUTHGATE (Alt.), Public Service Electric & 
Gas Co. 

D. M. MACGREGOR (Alt.), Ebasco Services, Inc. 

H. E. KENT (Alt.), EEI 


C-93—Coupling Capacitors, Capacitor Potential 
Devices & Line Traps 

L. G. EATON, New England Electric System 

O. A. LENTZ, Commonwealth Services, Inc. 

A. H. HIGGINS (Alt.), EEI 


D-15—Methods of Recording and Measuring Mo- 
tor Transport Accident Experience 
E. H. WESSELS, JR., Western Massachusetts Electric 
Co. 
H. M. Serviss (Alt.), Long Island Lighting Co. 


jJ-6—Rubber Protective Equipment for Electrical 
Workers 

I. R. DoHR (Chmn.), Consumers Power Co. 

N. LINDSAY, Consolidated Edison Co. of New York, 

Inc. 

W.H. MEADE, Boston Edison Co. 

C. A. CouTTs (Alt.), Northern States Power Co. 

A. T. HIGGINS (Alt.), EEI 


N-4—Electrical Requirements for Reactors & Nu- 
clear Power Systems and Generation Application 
H. BARBER, New England Power Service Corp. 
J. P. MARKEY (Alt.), EEI 


N-5—Chemical Engineering for the Nuclear Field 
I. B. Dick, Consolidated Edison Co. of New York, 
Inc. 
J. P. MARKEY (Alt.), EEI 


N-6—Nuclear Reactor Hazards 
J. J. PoerR, Commonwealth Edison Co. 
G. E. WATKINS (Alt.), EEI 
0-5—Specifications for Wood Poles 
L. G. SmMitH (Chmn.), Baltimore Gas and Electric 
Co. 
L. J. JAcosBl, The Detroit Edison Co. 
F. A. ASHBAUGH (Alt.), West Penn Power Co. 
T. N. Corer (Alt.), Central Illinois Public Service 
Co. 
C. K. PoArcH (Alt.), EEI 
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S-1—Acoustics 
C. S. MuRRAY, Consolidated Edison Co. of New York, 
Ine. 
C. K. POARCH (Alt.), EEI 


S-3—Bioacoustics 
C. S. MurRAY, Consolidated Edison Co. of New York, 
Inc. 
C. K. PoARCH (Alt.), EEI 


X-3—Data Processing Equipment 
R. E. HARBAUGH, Philadelphia Electric Co. 
C. H. HOFFMAN (Alt.), Public Service Electric and 
Gas Co. 


X-6—Computers & Related Equipment 
W. A. SUMMERS, Ebasco Services, Inc. 
J. P. MARKEY (Alt.), EEI 


Y-32—Standardization of Graphical Symbols 
A. C. MINCHIN, Philadelphia Electric Co. 
A. T. HIGGINS (Alt.), EEI 


Z-11—Petroleum Products and Lubricants 
Vacancy 
J. P. MARKEY (Alt.), EEI 


Z-12—Prevention of Dust Explosions 
H. L. WALKER, Central Hudson Gas & Electric Corp. 
J. P. MARKEY (Ait.), EEI 


Z-16—Methods of Recording and Compiling Acci- 
dent Statistics 

A. J. NAQUIN, New Orleans Public Service Inc. 

A. T. HIGGINS (Alt.), EEI 


Z-35—Specifications for Accident Prevention Signs 
Vacancy 
A. T. HIGGINS (Alt.), EEI 
Z-41—Performance Requirements for Protective 
Occupational Footwear 
J. D. HoaG, Union Electric Co. 
A. T. HIGGINS (Alt.), EEI 


Z-53—Safety Color Code for Marking Physical 
Hazards 
Vacancy 


A. T. HIGGINS (Alt.), EEI 


Z-56—Special Committee on Model Laws & 
Ordinances 
H. E. KENT (Alt.), EEI 


Z-74—Fundaments of Performance of Effluent Air 
& Gas Equipment 

E. F. WoLr, Baltimore Gas and Electric Co. 

G. E. WATKINS (Alt.), EEI 
(NOTE: In ASA the Edison Electric Institute works 
jointly with the Association of Edison Illuminating 
Companies under the designation of “Electric Light 
and Power Group,” and on a number of committees 
there are representatives from both organizations. 
These representatives are known as “Electric Light 
and Power Group Representatives.”’) 
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ILLUMINATING ENGINEERING SOCIETY 
Roadway Committee 
R. P. BROTZMAN, Philadelphia Electric Co. 


INTERNATIONAL ASSOCIATION OF 
ELECTRICAL INSPECTORS 


Advisory Committee of Standing Committee of 
Executive Council 


E. A. BRAND, Niagara Mohawk Power Corp. 


NATIONAL FIRE PROTECTION ASSOCIATION 
Boiler-Furnace Explosions 

C. W. GEUE, Texas Electric Service Co. 

J. C. SONNTAG, The Hartford Electric Light Co. 


Carbon Dioxide Extinguishing Systems 
J. A. MCGUCKIN, Philadelphia Electric Co. 


Dry Chemical Extinguishing Systems 
L. R. GABUZDA, Pennsylvania Power & Light Co. 


Dust Explosion Hazards 
(Same as ASA Z-12, which see) 


Electrical Field Service 
H. E. KENT, EEI 


Foam Extinguishing Systems 
A. L. FARMER, New Orleans Public Service Inc. 


Foam-Water Sprinklers 
J. R. CORCORAN, Niagara Mohawk Power Corp. 


Hospitals 
H. R. STEVENSON, The Detroit Edison Co. 
L. G. CANNON (Alt.), Commonwealth Edison Co. 


Machine Tool Electrical Standards 
R. E. L. SHIRLEY, Georgia Power Co. 


National Electrical Code 

Electrical Correlating Committee 
E. A. BRAND, Niagara Mohawk Power Corp. 
O. K. COLEMAN (Alt.), Lafayette, Ind. 


National Electrical Code 
Panels on Introduction and Nos. | to 17 inclusive 
(Same as ASA C-1, which see). 


Water Spray Extinguishing Systems 
L. A. WOLLGAST, The Detroit Edison Co. 


NATIONAL TECHNICAL TASK COMMITTEE ON 
INDUSTRIAL WASTES 
L. W. CADWALLADER, Potomac Electric Power Co. 
W. C. GUMPEL (Alt.), Monongahela Power Co. 
G. E. WATKINS (Alt.), EEI 


WORLD POWER CONFERENCE, U. 8S. NA- 
TIONAL COMMITTEE ON 

W. L. CISLER, The Detroit Edison Co. 

H. E. BUMGARDNER (Alt.), The Detroit Edison Co. 
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